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Nothing profits 
like success 


























Corrugated heating surfaces Back-and-forth fire travel 


Wherever the Weil-McLain 
Boiler is used or known it is gen- 
erally considered an outstanding 
success. Generous in its produc- 
tion of heat, economical in its use 
of fuel, easy to sell and install— 
its superior features win univer- 
salacclaim. Toyou these features 
mean pleased customers, a grow: 
ing business, a highly satisfac- 
tory profit. Write for full details. 





Weil-McLain Company 


Manufacturing Division Jobbing Division 
Michigan City, Indiana Chicago, Illinois 


up with & 
Weil-McLain 
BOILERS 


“SEE THE WEIL-McLAIN BOILER JOBBER IN YOUR TERRITORY” 
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It must have been Thomas Edison who said 
something about genius being 10 per cent 
inspiration and QO per cent perspiration. 


It would be a rare sight indeed to see a sign 
over a plumber’s store reading, “John Jones, 
Plumbing Genius.” 


Yet, if the above saying about inspiration and 
perspiration is true, all plumbers could surely 
hang out such a shingle. 


Some of the perspiration can be removed, 
however where YVQGER, Frost Proof Hy- 


drants and Closets are used. 

VQGEL products are easy to install and 
once installed there is never any need to 
‘‘sweat” over service. They’re easy to sell, 
too—summer or winter. They’re an all-year 
round necessity. 


Write for full information 
and prices. 


JOS. A. VOGEL CO. 


Wilmington, Del. 


St. Louis, Mo. 
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The Meaning of the ; 
“Blue Ribbon” Name 


The “Blue Ribbon” represents a firm 
old in experience and expert in co-operat- 
ing with the plumbing and heating trade. 

Blue Ribbon Nipples have been giving 
perfect satisfaction since they were first 
put on the market years ago, and for 


reasons with which you may not be 
entirely familiar. 








New material is always used, whether 
steel, brass or genuine wrought iron, and 
every thread is clean, accurate and 
smooth. 

Every nipple is chamfered correctly 
that is, both ends of the nipple are 
accurately beveled so that it enters the 
pipe smoothly and easily. Our chamfered 
nipples will always prevent jammed 
starting threads. 








The Better Jobbers Can Supply You 


CHICAGO NIPPLE MFG. CO. 
CHICAGO a 
LOS ANGELES — BALTIMORE 


















CHICAGO 
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BALTIMORE 
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Floor and Ceiling Plates That 
Meet Every Requirement 


The Blue Ribbon line includes not only perfect 
nipples of all kinds, but a complete line of closely allied 
products—floor and ceiling plates, pipe hanging devices, 
etc. A few of them are illustrated below. 


It will pay you well to insist on having Blue Ribbon 
Specialties for every job. It’s a name that guarantees 
the best that can be put into a product. 





Figure 100 Fig. 99 


Pressed Steel Hinged Pressed Steel Hinged 
Floor and Ceiling Plates Floor and Ceiling Plate 





Figure 350 Figure 311 
Adjustable Steel Beam Hanger rings, medium 
Clamps stock, long neck 
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MFG. = co. 
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“AT TERY OF 100 SEQES SPENCER mEATERS 




























Rear view of 100 Series Spencer Heater, showing header 
pplied with Sp s of this series. 


One of a number of 
Important Spencer Heater Um CY / 
Features that save money, 


labor, time and servicing 
for the Heating Contractor 


oe _ Battery connections can be 
made without extra cost 











\ 
/ 








Spencer Heaters are furnished with twin 
or single supply outlets, so that heaters 
may be connected in batteries of two or 
more without extra cost. 


Headers are furnished with large tubular 
Spencers, a feature which saves the con- 
tractor upwards of $100. Header will be 
furnished with either horizontal or ver- 
tical outlet. 


Bear this important savings in mind when 


making up estimates and bids and in or- 
dering heaters from the factory. 


Spencer " 
a cme 


eaters 


burn No.1 Buckwheat coal 











SPENCER HEATER COMPANY General Offices: WILLIAMSPORT, PA. 


New York City Boston Philadelphia Baltimore Buffalo Rochester Hartford Albany Syracuse Scranton 


Division of Lycoming Manufacturing Company 





—_— 








STEAM CAPACITIES: Cast Iron Sectional from 600 feet to 3,200 feet. Steel Tubular from 2,000 feet to 16,000 feet 


— 
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erfection Water 





Because the burner is right 


For the burner, as every plumber 
will admit, is what matters most in 
a kerosene water heater. Perfections 
are equipped with the famous long- 
chimney burners which 5,000,000 


women use in Perfection Oil Stoves. 


They Stay Sold 
They have tested these burners and 
proved their high merit. The burners 
assure you maximum profits from 
water heater installations. They need 


minimum servicing. Once sold, Per- 
fections “stay put.” Users recommend 


them. More sales for you! 


There are 4 models. One has a 30 gal- 
lon “Stay Hot” tank which keeps the 
water hot 36 hours after the flame is 
out. (Model 431). Two have thermo- 
stats. They are the only kerosene 


water heaters with this convenience. 





Perfection Water Heaters are now 
being sold only through jobbers. Ask 
your jobber for complete information 
on these heaters with tested burners, 
or mail the coupon today. 
PERFECTION STOVE COMPANY 


7551 Platt Avenue, Cleveland, Ohio 


Sold in Canada by The Sheet Metal Products Co. of Canada, 
Ltd., Toronto, Ontario 





Hot Water from the Pump 


Our engineers have perfected a 
system whereby hot water can be 
obtained from the kitchen force 
pump! It's by means of a 3-way 
valve hook-up of the Perfection 
Water Heater and the kitchen 
pump. A new field for profits! 
Send coupon for more details. 











PERFECTION 


Kerosene Water Heaters 


4 Name 
4 


pa ddress 


“J 









No. 411 
Most inexpensive 
model. 


4 


/ 
7/1398) 
/ 
/ 


Perfection 
Stove Co. 


Please send me your 

4 new booklet, describing 

4 Perfection Kerosene Water 

y Heaters and their installation. 

4 7)1 am interested in the new 
, 3-way vaive installation. 











i City 


I 
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PITTSBURGH, RENNA. 


EW YORK ber CAG OSTON |PHILADQELBHIA \ KANSAS ITY, MO. 
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Grass—to Jet in light, and 
to keep out snow and storm. 

Univent—to bring into the 
classroom fresh outdoor air, 
robbed of its chill and warmed 
to June-like temperature. 


For just as glass guards against 
the elements, the Univent pro- 
tects precious lives with a con- 
stant supply of invigorating out- 
door air, diffused to every nook 
and corner of the room, with 
agreeable air motion, but with- 
outdraft. A dust-free, damp-free, 
healthy atmosphere that makes 
minds alert and bodies safe from 
sickness. 

Better health records—better 
teport cards—better attendance 
~—all because science has invented 
a way to bring the stimulating 
outdoor air INDOORS. Much 
more simple than opening win- 


UNIVENT a 
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nd Glass -make the difference 


=~ 


Gite 3 SS 











dows—no dangerous drafts—and 
results so obviously beneficial 

















*Sewickley High School, equipped with . . . 


(tasos \/ mann) 


VENTILATION 


that a Univent in every class- 
room is no more than justice due 
teacher and pupils. 

School authorities, architects, 
and heating engineers endorse 
the Univent as the simplest, eas- 
iest controlled, most effective 
and economical ventilating sys- 
tem known. As a result of thor- 
ough investigation, schools 
everywhere, both new and old, 
are installing the Univent. 


Write for our free book, ‘‘Uni- 
vent Ventilation.”’ It tells why 
good ventilation is necessary and 
shows how the Univent gives 
perfect ventilation regardless of 
extremes of weather. 

a ae 
*Sewickley Hig/ School, Sewickley, Pa 
Press C. Dowler, Architect, Pittsburch, Pa 


Bartley O'Neill Company, Piping and Heating 
Contractor 


Manufactured only by THE HERMAN NELSON CORPORATION, Mo/ine, I/1. 


Builders of Successful Heating and Ventilating Equipment for 20 Years 
“9 Sales and Service ¢ 


PITTSBURGH CLEVELAND CHICAGO 
BOSTON BUFPALO CHARLOTTE, N. Cc. COLUMBUS DES MOINES 
NEW HAVEN PHILADELPHIA GRAND RAPIDS TOLEDO MILWAUKEE 
NEW YORK CITY SCRANTON DETROIT INDIANAPOLIS MINNEAPOLIS 








BELFAST, ME. SYRACUSE ST. LOUIS DENVER SEATTLE 
SAN FRANCISCO SALT LAKE CITY VANCOUVER 
EMPORIA SPOKANI 


KANSAS CiTY PCRTLAND 








TORONTO 
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People who have once enjoyed the 
convenience and beauty of Rundle 
Enameled Ware become enthusias- 
tic boosters for this well-known 
line. 


This leads to many more sales 
among their friends. It helps you 
build a constantly increasing 
volume of business year after year. 
The Rundle franchise is a real 
money-maker. 


When you sell Rundle Ware you 
have definite advantages to talk 














Every Rundle Installation 
Starts a Chain of Sales 


about. Roomy sinks. Graceful 
designs in every fixture. Beautiful 
pure-white color not found in other 
ware. Smooth, easy cleaning sur- 
faces. Neat, correct-fitting in- 
stallations. 


The Rundle line is complete and 
interesting. Know this line inti- 
mately and you will see its great 
sales possibilities. The Rundle 
sales policy protects the trade. 
Write us for catalog and name of 
Rundle jobber nearest you. 


Rundle Mfg. Co., Milwaukee, Wis. 


RUNDLE 


PLUMBERS’ SANITARY ENAMELED WARE 
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AND NO APPRECIABLE 
LOSS OF FLEXIBILITY 


WILL DEVELOP IN THE 
ALL METAL,SEAMLESS 
SYLPHON BELLOWS 
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This can be done hundreds of thousands 
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Used as the diaphragm in 
Sylphon Damper Regulators 


FOR LOW PRESSURE STEAM BOILERS 


Any damper regulator, to be efficient, must have a diaphragm that 
will expand and contract with the slightest change in steam pressure, and 
be able to do so continuously for years without losing any of its flexibility. 
If it is made of rubber, solder or other perishable material, you know it 


will not long function without breakdown; because rubber rots and solder 
cracks. 


Sensitive, Smooth, Positive in Action and Durable. 


All Sylphon Damper Regulators contain as diaphragm the genuine, 
all-metal Sylphon Bellows, which is drawn and formed seamless from a 
sheet of specially prepared metal. It is the most sensitive, flexible and 
yet durable expansion unit known. 


Insist upon the genuine— Refuse imitations. 


ASK FOR BULLETIN KDR-5. 


THE FULTON SYLPHON COMPANY 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 
KNOXVILLE, TENNESSEE, U. S. A. 


SALES OFFICES IN: New York, Chicago, Detroit, Boston, Philadelphia and 
all the principal Cities in the U.S. 
European Representatives: Crosby Valve & Canadian Representatives: Darling 


Engineering Co., Ltd., 41-42 Foley Street, Bros., Ltd., 120 Prince Street, 
London, W. 1, England Montreal, Canada 





No. 22-J Sylphon Damper Regula- 
tor for low pressure steam boilers 
with light dampers. 





No. 22 Sylphon Damper Regulator 
for low pressure steam boilers. 


Re. 
—S 
=> 
==> 
SS 





No. 924 Sylphon Steam Damper 
Regulator, extra sensitive type 
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“Used in fine HOMES 


gue 





and buildings since 1860” 


MAN is judged by the com- 
pany he keeps. And a heat- 
ing plant may well be judged by the 
homes it heats. 


The fine homes here illustrated are 
typical of the thousands of homes 
in which H. B. Smith Boilers have 
been rendering dependable, 
economical service for years. 


This record is another feather in the 
cap of Fair Ratings. Because 
people with homes of the type 
illustrated here demand comfort 
and have the money to get it. 
The H. B. Smith Boilers in their 
cellars could not have kept them 
warm and comfortable if they 
hadn’t had plenty of Fire Surface 
and hadn’t been fairly Rated. 


This subject of Boiler Ratings 1s 


difficult to explain to the average 
client. We have recently issued a 
32-page booklet which contains a 
simple, common-sense explanation 
of this phase of heating, written in 
language the layman can 
understand. This booklet, ‘The 
Truth About Boiler Ratings,” was 
prepared especially to help archi- 
tects and contractors acquaint their 
clients with the economical neces- 
sity for a fairly rated boiler and 
thus help them to overcome the 
competition of the over-rated boiler. 
Send for your copy. The coupon 
below will bring it to you promptly. 
The H. B. Smith Company. Home 
Office and Works: Dept. A-33, 
Westfield, Mass. Sales Offices and 
Warehouses at Westfield, Boston, 


New York, Philadelphia, Cleveland. 


H-B-SMITH 


G 


BOILERS & RADIATORS , 





supply boilers. 
vate home, 
building. 


Ge ntlemen 
Burner?” 


Name.... 


ae 


City 


Also send me copy of your booklet, 


“ Used in June homes and buildings since L360 


The H. B. Smith Boilers for steam, hot water 
and vapor heating; radiators, and hot water 
For every type and size of pri- 
office building, factory and public 


THE H, B. SMITH COMPANY, 
Dept. A-33, Westfield, Mass. 
Send a copy of your new booklet on Boiler Ratings. 


“Does it Pay to Install an Oil 


eee 




















April 30, 1927 


A Letter 





Nye thin blade cutter wheel, made to 
fit all standard makes of pipe cutters, and 
guaranteed against breakage in use, 
Made both in smooth and knurled edge. 








Nye No. 2 
GEARED THREADING DEVICE 
Improved 
Capacity 24 in. to 4 in., inclusive. 
Net price complete............-- $50.00 
West of Rocky Mountains........ 55.00 


FREE TRIAL—ABSOLUTELY 
GUARANTEED 





Nye Solid Dies 


The Nye patented feature of removing 
every alternate tooth in the back of the 
die to reduce friction is used in Nye Solid 
Dies. These dies are hardened and tem- 
pered in oil and made of finest tool steel. 








Nye Chasers 
Fit Nos, 1, 1-A and 2 Receding Die 
Stocks, 





No. 1, 1 in. to 1% in....$ .75 per set net 
Ni ns cokeaes2% 1.25 per set net 
No, 2,24%in to4in..... 3.60 per set net 


A 





Nye Closet Spud Wrench 
ae $0.50 








from 
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To THE PLUMBERS AND STEAMFITTERS 
OF THE U. S. A. 





Friends: 


The other night we went out to dinner at a fellow's house 
—-that is, at his wife's house. If you want to know what 
a good cook your own wife is, try some other woman's 

cooking. My wife can make waffles that taste like another 


woman's angel food. 


Sometimes I wish that some women would take more cooking 
lessons and less bridge ones. I know a lot of women who 
are a lot more careful what they do to their partner's ace 
than they are what they do to their husband's stomach. 


And, honest, you would have thought that it was the other 
fellow who was invited, instead of me, he was so tickled. 
He was as pleased as I am when I get an order from one 

of you fellows. He pranced around like a mustang with a 
burr under its tail. 


I could see right away that his wife had told him before- 
hand what to do and what not to do, because he didn't do 
what she had told him to, and was always doing what she 
had told him not to. Talk about informatory bids! She 
sent out more signals than a ship afire at sea. 


But there is one nice thing about having company: you get 
a napkin. And your wife is as pleasant as a fellow trying 
to explain something to a crossing cop. She says "my 
dear" when what she is thinking is "my gosh." 


But if those folks ever have a fire, they ought to send at 
once for my wife. They may not have an inventory of their 
furniture, but my wife has. She knows everything they 
have, where they got it, and how much it cost. She told 


me after we got home. 


That is, she started to, but I didn't have time to listen. 
I wanted to get down to the refrigerator and see if lI 
could find something to eat. The salad was nice, but I'm 
no rabbit. My wife told me how lovely the decorations 
were——and how cheap——but you can't eat the decorations. 


There is nothing like dining out to make a man realize 
what a good home he has. There's no place like home, 
just the same as there are no tools like Nye's. If you 
want to save your stomach, eat at home. If you want to 
save time and money, use Nye Tools. 


Yours for less bridge and more breakfast, 


Py Op 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


4120-30 Fullerton Avenue 


Copyright 1927 by Harry G. Nye 
All rights reserved, 


Chicago, Illinois 


Reuben N. Trane 
President 
The Trane Co. 


Trane Topics 


What is the trend in 
heating? 

Some people take today’s 
methods and equipment 
for granted. They are 
content to follow the 
beaten path. Improve- 
ment is slow, they say. 
The first hundred years 
are the hardest. 


The Trane organization 
does not accept that self- 
satisfied view of heating. 
By no means a junior in 
the industry, it neverthe- 
less has young ideas. No 
method is “good enough”’ 
if it can be improved. 
And anyone who will look 
the facts in the face can 
see plenty of room for 
improvement. 


The Trane organization 
has backed up this belief 
with solid accomplish- 
ment in its own particular 
department of the heat- 
ing business. 

First came the Trane 
thermostatic bellows—a 
radical improvement in 
traps and valves. In a 
few heating seasons these 
Trane units have become 
the standard for high- 
grade installations. 

Less than two years ago, 
The Trane Company an- 
nounced the solution to a 
larger problem. The suc- 
cessor to the Radiator 
had arrived! Again the 
heating world responded. 
Thousands of Trane Heat 
Cabinets were installed 
in a single heating season. 


Men in the heating trade 
believe in the Trane 
policy of attacking and 
solving heating problems. 
They’re saying it with 
orders. 


R.N. T. 
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: Here’s What the Trade Thinks 


of Trane Heat Cabinets . . 


Remarkable Indorsements of Reuben 


N. Trane’s Development from 
Heating Contractors Everywhere 
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Heat Cabinet received—installed and 
paid for. It’s a Wizard. Gave us the 
surprise of our lives. We will no doubt 
sell some of your product this season. 
ELLETT-STEMPFLE Co. 
F. D. Ellett 
Elmira, N. Y. 
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Heat Cabinets make a nice looking 
radiator, are not so hard on the back, 
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When the trade reacts like this, to a new and radical improvement, there’s something going 


on that you should investigate. Get all the facts today. Write the Trane Co., 
Cameron Ave., La Crosse, Wis., for catalog and complete information. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


GROUP OF SMALL BOYS WAS GATH- 
A ered around the street car tracks, watching a 

bespectacled man laboring over a bright flame. 
How fascinating it was to see the blue jet leap from 
the end of his stick. When the job was finished, the 
welder moved on to another joint, and the boys looked 
over his handiwork. The two rails which had previously 
been separate units, were now as one, the joint having 
as much strength as the rails themselves. The art of 
welding has progressed from the stage of being used 
on rails, and now we run across welds nearly every day 
of our ordinary lives. Range boilers are welded by some 
makers, and many other useful products have welded 
joints. Now welding is beginning to 


plumbing and heating contractors and the business 
papers. Nearly everyone agrees that the market in the 
small city is almost unlimited on account of the inade- 
quate conveniences which prevail at the present time. 
Now R. M. Starbuck, Jr., discusses the small city plumb- 
ing installation from a technical standpoint. From the 
original drawing which was made purposely with several 
mistakes, comparisons are taken between the way dif- 
ferent cities handle the installation. The practice in 
large cities as a rule is generally of a higher type than 
in the smaller cities, and this fact is emphasized by the 
drawings shown. The article is of great interest to all 
master plumbers who are in small cities, or who plan to 

go out after the farm or small city 





come into its own in piping installa- 
tions, and any number of large jobs 
are being installed with welded pipe 


Do You Know— 


market for plumbing materials. 


ATONE OF US CAN HAVE A 


joints. L. A. Perry writes this week, 1. What is a B.T.U.? 4: complete knowledge of very 


“A Welded High and Low Pressure 
Installation.” The practice of weld- 
ing in piping is one of those forward 
movements which every heating con- 
tractor should pay particular’ atten- 
tion to, as the time may come when other? 
such installations will predominate. 
At such a time, the man who has fol- 
lowed the processes of welding will 
be much better fitted to advise when 
that kind of joint is best suited to the 


3. How 


2. What organization 
tests heating equipment for 
safety as an insurance risk? 


is heat trans- 
ferred from one body to an- 
4. What pitch should a 


house sewer have? 


5. What is a vacuum? 


6. What famous resolu- 


many different processes, and if we 
are completely conversant with every 
detail of our own jobs, we can call 
ourselves more or less of a success. 
However, there are any number of 
things with which we ought to have 
at least a passing acquaintanceship, 
especially when they have some bear- 
ing on our vocation. A subject which 
is very close to plumbing is that of 


sewage disposal. Heretofore articles 


job at hand. 


BARE OFTEN TOLD -“£O 


tion was. passed at the forty- 
third annual convention of 
the N.A.M.P.? 


Answers will be found on 


on this stibject have for the most part 
been a little too technical for the man 
who does not have time to go into 
the subject thoroughly. This week 





do things with “Vim, vigor and 
vitality,” and when such a sugges- page 90. 





tion comes, we are proné to visualize 


we are publishing an‘article on ‘ Mod- 





ern Sewage Disposal Methods,” by 





a man who hurries _helter-skelter, 

sticking out his chest and doing things with vehemence. 
Milt Marvels tells the story this week of a man who 
does things with another sort of vigor. His is the sort 
which is under the hoods of high powered automobiles, 
the only thing showing on the outside being the results. 
Such is the kind of vigor which is shown in the busi- 
ness methods of B. A. Newman of Fresno, Calif. He 
is the kind of man who doesn’t do things in a “rattle- 
bang” way, but the results are accomplished neverthe- 
less. The story is called, “Vigor Does It.” 


HE SUBJECT OF MERCHANDISING IN THE 
small cities has been discussed pro and con for 


some time in this industry by manufacturers, wholesalers, 


E. Williams. The subject is handled 
in such a way that a man who is not very well versed 
on it can understand it a great deal more thoroughly 
than before. Knowing how sewage may be disposed of 
will undoubtedly come in handy at some time in the 
average master plumber’s career, and even if it never 
does, the knowledge itself is worth something to any 
man, whether connected with the industry or not. If your 
city now has a sewage disposal plant and more and 
more cities are installing them, you should have a fair 
knowledge of it for your customer’s sake. 


Gor 
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THE NEW “TOLEDO” 
UNIVERSAL POWER DRIVE AND HELPER 


“PLUG-IN” TO ANY 110 VOLT CURRENT. 
REVERSIBLE MOTOR BACKS DIES 


OFF COMPLETED THREAD. UNLIMITED 
CAPACITY. FAST AND EFFICIENT. 


hfe 


You will find this new ‘“‘TOLEDO’”’ equipment 
the ideal solution for handling pipe cutting and 
threading whether in the shop or on the job. 


This new “TOLEDO” UNIVERSAL Power 
Drive will operate any ‘‘TOLEDO”’ geared tools, 
assuring unlimited capacity, yet with the Power 
Drive Helper is quickly converted into a fast, 
efficient machine for cutting 1 to 2 in. pipe. 


A postcard will bring you complete informa- 
tion on this most remarkable equipment. 


THE ‘* TOLEDO”’ 
TRADE - MARK— 
MEANS ALWAYS 
MAXIM UM 
EFFICIENCY 


THE TOLEDO PIPE 
THREADING MACHINE CO. 


TOLEDO, OHIO 
New York Office: 72 Lafayette St. 


Fain ore Ie 











Mention Domestic ENGINEERING when writing advertisers. 

















DOMESTI 





ENGINEERING 














Vol, 119, No.5 Whole No. 1794 | 
& 





The Plumbing - 





Chicago, Illinois, April 30, 1927 








With competition seemingly more im- 


Efficiency portant than costs in the determina- 
for Profits tion of today’s for 
plumbing and heating material and services, we want 
in these columns to keep urging the business man in this 
industry to strive for greater efficiency in his business 
management. There are so many avoidable wastes that 
could be eliminated through the proper study and appli- 
cation of time-saving methods. And their elimination 
would save enough money to widen the margin between 
cost and selling price and allow the entrance of that 
elusive profit for which every one is seeking. 

A study of methods of manufacture and systems of 
production in various plants which serve the plumbing 
and heating field discloses wide differences in the man- 
ner in which similar goods are manufactured. It shows 
quite clearly why some companies can meet prevailing 
conditions and make suitable returns on their invested 
capital and why some others can not weather the same 
storms. The different ways in which wholesalers con- 
duct their business are evidence that some have learned 
how an organization can be made to function with 
greatest efficiency and least expense and that others are 
losing, by slip-shod methods, all chances to make money 
at present prices. And, among contractors, the degree 
of efficiency in business organization and management 
is just as wide. The way in which some contractors 
can handle every detail of a job and rush it through to 
quick, profitable completion and the way in which others 
lose out through inefficiency and lack of organization 
leave little room for wonder why some achieve success 


selling prices 


in spite of conditions and why others simply can not 
stand the strain. 

We could illustrate our point by many examples of 
how business men have studied methods, investigated 
losses and established systems which not only cut out 
those losses but save additional money. For instance, 
there is E. W. Kautsky in Indianapolis, Indiana. Mr. 
Kautsky is a plumbing contractor who specializes on 
new, residential work. He was running a system which 
would assign the necessary journeymen to a certain job 
and which would have them go out in the shop and pick 
out of the various bins the fittings which they, in their 
experience, would know would be used. 
would take time. 


This selection 
Then, more often than not, he would 
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get a call from the job that the workmen were without 
This would mean sending a boy out 
with the fitting, or telling the journeyman to go to a 
near-by shop or to the wholesaler and pick it up. This 
took more time, and it was all coming out of the bid 
which he made on the job. 

So, Mr. Kautsky went over all of his old estimates, 
called upon his own experience and made up a list of 
every fitting, and the number of each, which could pos- 
sibly be needed in the plumbing installation of an average 
residence. It was a list of between ninety and one hun- 


a certain fitting. 


dred different fittings, ranging from one of each to sev- 
eral dozen of each. He bought a number of specially- 
built boxes. He had his shop boy take the list which 
he compiled and into each box put the fittings for which 
the list called. It was one of the boy’s jobs to keep 
filled boxes in readiness. 
sent out on a job, they just throw one of the boxes on 
They have not used expensive time to pick 
And there is never any call-back for a 
missing fitting. Everything is there for them. Time is 
saved, therefore, in two places. And money saved like 
that can be the difference between profit and breaking 


Now, when journeymen are 


the truck. 
the fittings out. 


even on a job which is taken close. 

This is just one example. Maybe it is not startling, 
but it saves money for Mr. Kautsky which some plumb- 
ers are losing. Other men are successful because they, 
too, have studied methods and found ,out how to cut 
corners. It is the kind of studying which every business 
man should do—the kind that pays handsomely. And, 
more to the point, it is necessary in these days of close, 


competitive prices. 


On June 1, 2, 3 and 4, heating 


The Heating men from all over the country 
Convention will gather at West 


diana, for the thirty-eighth annual convention of the 
Heating and Piping Contractors National Association. 
In the last year there have been great developments in 
the heating industry. Heating men have much to study, 
much to talk over. A most interesting program, giving 
them the chance to study and talk, is arranged for at 
West Baden. The West Baden Springs Hotel should be 
every heating man’s mail address during the first four 


Jaden, In- 


days of June. 
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A scene of the old days—on a Mississippi steam boat 
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Fig. 1.—Tunnel lInyout—not to scale—distorted to show pipe connections 


A Welded High and Low Pressure 


Installation 
By L. A. PERRY : 


[) the years gone by there was nothing more method of piping seemed impossible. No welding appa- 





annoying to me than the cutting and threading of ratuses were available at that time. 

pipe by hand, on the job, particularly the larger Some years later, the portable acetylene welding outfit 
sizes, such as 6-inch and 8-inch. It was the hardest kind was developed, and welding and cutting could be done 
of work that I could imagine. When jobs were in asmall anywhere. Many difficult problems were solved by the 
city where no power equipment was available, it meant use of these outfits. When the writer observed the cut- 
that every thread had to be cut by hand, which often re- ting and welding on steel structures by the use of the 
quired three or four men on the larger sizes of pipe. We, acetylene torch, during its early stages, he realized that 
of course, saved as much work as possible by ordering some day heating pipes would be welded. 








F most of the pipe cut at the factory or in the shop, but in After a number of experiments were conducted on the 
spite of this precaution, there remained a great many welding of pipe, the writer decided that some day he would 
lengths that had to be cut and threaded on the job. install a heating plant, with as few fittings as possible, 


We naturally hated all large pipe work because it and with as many joints welded in place on the job as con- 
meant strenuous weeks or sometimes months of work. venient. 
| Many schemes were originated to reduce the labor on all After several years, the opportunity presented itself to 
| large threading problems, and at that time, we often ex- lay out a high pressure plant of 500 horse power, using 
} pressed the wish that some method might be found high pressure for industrial purposes and low pressure for 
whereby large pipes could be put together with less labor. the heating of sixteen buildings scattered over an area of i 
Considerable thought was given this matter, but such a_ fifteen acres. All of these buildings had been heated pre- a 
viously by low pressure boilers. We decided, however, to 
use high pressure steam for heating by reducing it to the 
proper pressure, by means of pressure reducing valves. 
These valves were located at the entrance of each branch 
tunnel, leading to a series of buildings. The main tunnel 
started at the power house, and extended to the front aif 
buildings, a distance of over 500 ft. Fig. 1 shows this 
main tunnel and all of the branch tunnels leading to the 
various buildings. : 



















WELDED FILLET ._PRIP_POCKET 








A TRYING SITUATION 
VERY trying situation developed in the surveying of 
A the landscape for this tunnel. The tunnel had to 
run up hill from the power house to the administration a 
buildings, approximately 14 ft. to 500 ft. of length. Under 
14" 7 those conditions the condensation had to travel against 
Fig. 2 the flow of steam in the high pressure line the entire uy 
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TO DRIP TRAP 
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length of the tunnel. Three drip traps were provided in 
the tunnel, also 3 expansion joints. A large drip pocket 
was provided ahead of each ball float drip trap located 
on the main line carrying 125 lb. pressure. The main 
Jine was anchored solid 50 ft. from each end in the tunnel 
and the drip pockets were welded into the main line, 
which was 6-inch standard steel pipe, as shown on Fig. 2. 

Great caution was taken to reinforce all welded joints 
as much as possible. All branches were taken off on 45- 
degree angles as shown in Fig. 3 and welded to the 6-inch 
main. Not a fitting was used, and all drips, as well as all 
4-inch, 3-inch, 2-inch, 1%-inch, 14-inch and 1-inch 
branch lines were welded into the 6-inch standard high- 
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Fig. 3—Tunnel section 


pressure main. All connections on the low-pressure main 
were welded up to a point where we connected with the 
existing low-pressure heating line near the buildings. 

Some of the buildings were erected 20 years ago, and 
others 18, 15, 12 and 10 years 
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I finally decided to install at a point where the return 
from each heating system connected to the main return 
line, a 3-inch balance valve ball float trap, and ahead of 
this trap an 18-inch tank, 42 inches long, as a receiver for 
the condensation and air from the various heating sys- 
tems. The tank was made out of a piece of 18-inch pipe 
with ends welded in place on the job, and a neat job it 
was. An expert welder was employed, and he understood 
the art of welding to perfection. All 3-inch connections 
to and from the tank, as well as the %-inch air vent con- 
nections, were -welded into the tank. Fig. 4 shows this 
tank and the connections, as well as the 3-inch ball float 
trap with balanced valve. 

The returns from each heating system were brought 
into the top of a tank as shown, and the trap was con- 
nected on the bottom. The inlet connection on the trap 
was provided with a strainer to catch the chips and all 
dirt in order to prevent same from lodging in the trap 
valve mechanism. The discharge from the trap was con- 
nected to the vacuum return as shown in Fig. 4. In order 
to remove the air from the system and the trap, a thermo- 
static air vent was connected to tank and trap in the man- 
ner shown in Fig. 4. This eliminated all air from both 
the tank and trap. 

When steam reached the thermostatic valve, it closed 
automatically. The air line, from the air line valves lo- 
cated on the radiators of the air line systems, was con- 
nected back of the trap in order to pull a vacuum on this 
line. This connection is indicated in Fig. 5. 

The only threads cut on the entire job, were the threads 
necessary to connect the valves used on the main line, the 
branches, the main header valves over the boilers, and 
where flanges were necessary to connect the existing 
equipment. 

All pipes from boiler and header were 6-inch standard 


pipe. Wherever possible bent pipes were used to avoid 





Sen 


wall 





ago, and the heating systems & 
in the various buildings rep- 
resented a conglomeration of 


MAIN RETURN FROM AIR LINE SYSTEM 


semi-indirect, indirect, one-pipe gravity jobs, 2-pipe grav- 
ity jobs, air line jobs, vacuum jobs—in fact, almost every 


kind of heating job under the sun. 


I decided to amalgamate all these different heating jobs 
into one vacuum return and pull the condensations from 
all of them back to the power house by means of a steam- 
operated vacuum pump. Many of my friends insisted that, 
it was impossible to connect such a medley of heating sys- 
tems into a vacuum return, and after considering the 
various unsatisfactory heating jobs, I almost believed it 
myself. But, in spite of all opposition from engineers and 
owner, I became convinced at last that it was the only 
thing to do to simplify matters and not clutter the tunnel 
up with many kinds of different return lines. I planned to 
have only three lines in the tunnel—a 6-inch high pres- 
sure main at 125 lb. pressure, a high pressure return and 
a 6-inch vacuum return line (see Fig. 3), and started out 
to plan the different layouts for the various heating 


plants, and the returns from each. 


Fig. 4.—Detail of tank and trap, for all low-pressure heating 
return lines to be located at entrance of tunnels 
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Vig. 5.—Air line system connection to vacuum line at entrance 
to tunnel 2 


fittings. These bends were cut to the right length with 
the acetylene torch and welded in place. The main line 
was placed on hangers in the tunnel, as shown in Fig. 3, 
the ends butted together and welded in place. Such a 
welded joint is shown in Fig. 6. 

No attempts were made to weld the branch connec- 


6" MAIN 
( 125 LB. PRESS. 


— 6” MAIN 


tions, until the main was in place and completely welded. 
When this was done, the locations of the branch lines were 
determined and a hole cut into the pipe with the acetylene 
torch. This hole was of the same size as the outside di- 
ameter of the pipe. Fig. 7 illustrates the method which 
was followed. A standard nipple threaded on one end 
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Figs. 6 and 7 
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FILLED IN AND WELDEO 
TO _ 6" PIPE 

















FILLET WELOED 
AROUND BRANCH 
FOR STRENGTH 








Figs. 8 and 9 


was placed in this hole with the threaded end upward, the 
bottom being even with the inside of the pipe. This nip- 
ple was held in place by means of a few wedges. The 
space between the nipple and the hole cut in the pipe was 
filled in and the nipple welded to the pipe, as shown in 
Fig. 8. After the nipple was welded to the pipe, a fillet 
was welded around the nipple to strengthen the joint, and 
prevent breaking in case severe stress should be exerted 
on the welded joint. This is shown in Fig. 9. 
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Fig. 10.—Vacuum pump connections, showing valves, by-pass 
and vacuum pump governor 


On account of the limited space available, a 45-degree 
elbow was screwed onto the nipple to carry the branch 
connection. These branch connections were welded wher- 
ever possible. It was found, however, that it did not pay 
to weld any pipe below 1%4-inch. 


THE MAIN BOILER HEADER 

HE MAIN boiler header consisted 

of a 12-inch extra heavy pipe 20 
ft. long. Into this pipe 6-inch nipples 
were welded for the main line and a 
valve was placed on the end of the 
connections from the boilers were also 

> ‘an 


threaded nipple. The 5-inch and 6-inch 
Welded into the header. All of these 
connections were made with bent pipe, 
and where these bends had to be joined 
to another length of pipe, such joints 
were also welded. 

The end of the header carried a 
flange for future extension. The flange 
Was tapped on the bottom to receive 
the drip connection leading to the drip 
trap. The boiler connections entered 
on the side, and the main high pres- 
Sure line was taken out of the top of 
the header to assure dry steam. The 
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pump connection, stoker connection, etc., were taken out 
of the top of the flange on the other end of the header. 


THE VACUUM HEATING SYSTEM CONNECTIONS 
HERE the tunnel ended under the administration 
building 500 ft. from the boiler house, a pressure 

reducing valve was placed and a branch tunnel dug to 
connect at right angles to the main tunnel. This branch 
tunnel ran for nearly a block to a large building located 
there. This building was equipped with a vacuum system 
and the high pressure was reduced to 5 lb. at the entrance 
to the tunnel, for heating purposes. The 3-inch vacuum 
return line from this building was connected to the 6-inch 
vacuum return in the main tunnel. The steam driven 
vacuum pumps were equipped with a vacuum governor, as 
shown in Fig. 10, which assured a constant vacuum of 8 
inches on the vacuum return line. 

The discharge from the vacuum pumps, as well as all 

the exhaust from the boiler feed pumps, stoker and fan 
engine and other equipment, were connected to the feed 
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Fig. 11.—High pressure trap connections 


water heater. Here all exhaust was condensed and all 
cylinder oil extracted by means of an oil separator located 
at the side of the feed water heater. Not an ounce of 
condensation or exhaust was wasted, all being turned 
back into the feed water heater and used in the boilers. 
An automatic, float-operated, cold water, make-up valve 
was placed on this feed water heater to furnish any make- 
up water required. The suction of the boiler feed pumps 
was located 16 inches below the overflow and 12 inches 
below the ball float, operating the make-up valve, so that 
should any oil happen to escape from the oil trap, it could 
not get into the boiler feed water, but would be discharged 
through the overflow. 

A small %-inch atmospheric vent was provided on top 
of the feed water heater to prevent the forming of a 
vacuum in the heater. The condensation being discharged 
into several trays in the feed water heater, condensed all 
the exhaust coming into the heater, because the exhaust 
was discharged below the trays and had to work its way 
through the water sprays. 

(Continued on Page 67) 
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Fig. 12.—Differential pressure reducing valve details, showing by-pass, gauge, 
valves and diaphragm connections. For all reducing valves where by-pass is 
shown on tunnel layout 
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Looking through one of the sets of display 


HEN I SAY “‘vigor,’”’ please don’t call before your 
| \ mind’s eye a picture of a hurried looking gentle- 
man, engaged in running circles all around him- 
self, trying to catch up with his shadow. I’m not talking 
about that kind of vigor. I’m talking about the kind 
that’s under the hood of some of these long-nosed auto- 


mobiles that slip by you on the road with a soft purr. 
That’s what I mean by “vigor.’”’ Work going on ‘under 
the hood” and the only thing showing on the outside 
being in the form of results. 

That's my diagnosis of the kind of vigor which accounts 
for the pleasant results achieved in the business of B. 
A. Newman, of Fresno, Calif. Mr. Newman’s vigor isn’t 
of the rattle-and-bang type. It goes on “‘under the hood’’ 
and it goes on quietly. Vigorous thinking makes itself 


apparent in every department of his business. He seems 
to bring to every problem strength of purpose sufficient 
not only to think out the solution, but to apply it con- 
sistently. 

Take the matter of store location. With the constantly 
growing interest in the industry in the subject of genuine 
retail merchandising, store location takes on more and 


more importance. The plumbing and heating mer- 


chandiser planning to open a store, or to change his 
location, must face and solve satisfactorily the question: 
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windows this is what the passerby sees 


Vigor Does It! 


By MILT MARVELS 


What location will yield the most results from my invest- 
ment in store and window displays? 


SELECTING A GOOD LOCATION 
ATURALLY, the first thing which must be given 
N consideration is people. The store must be located 
where people pass in the greatest possible numbers. Other- 
wise the window display, the store display, the general 


good looks of the place of business are to a certain extent 


ineffective. Mr. Newman made his choice between two 
possibilities: Either having his store in the business sec- 
tion of his city or selecting a site which would combine 
the value of a business section location (number of people 
passing each day) and give him some advantage to over- 
balance the advantages he might forego by moving out of 


the business section. 


The Newman store is located on a main inter-city 
highway. The first need—that of great numbers of people 
who will be passing by—is satisfied. In thinking over 
the matter of location Mr. Newman decided that to give 
to his window displays the greatest effectiveness, they 
ought to be as free as possible from competition. In @ 
crowded business district fine window displays are the 
rule. People passing on the sidewalks are presented with 
a kind of panorama of merchandise, much of it of greater 
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interest to the average person than plumbing and heating 
materials. Fine clothes, fine candies, fine furniture, fine 
jewelry—all these must the plumbing and heating display 
compete with in the business district. Even a plumbing 
and heating man will himself admit that people might be 
tempted more easily to look over the latest snappy things 
in men’s wear. Besides, the great number of window 
displays doesn’t give any of them much chance to make a 
deep impression. In his present location Mr. Newman can 
be sure that his displays will ‘‘register’’ because he has 
nothing on either side of him to distract the attention of 
the prospect. 


In the year that he has been in this new location he 
has enjoyed a 50% increase in volume. Part of the in- 
crease may be credited to the selection of this site on a 
highway of main travel. Part of it is to be credited to 
other merchandising and service plans which we will now 
proceed to examine. 

Successful selling will usually be found to be the result 
of a constant and vigorous effort to win over prospects. 
You may call on a prospect today, make a sale, and feel 
that it was quite a trick to put it over. While, as a 
matter of fact, your call may have done nothing more 
than to make effective an impression that the prospect has 
had of your business methods for some time. He may 
have seen a window display of yours. Perhaps he saw 
one of your newspaper advertisements from time to time— 
and received some direct-mail literature from you. All 
that you have been doing in the way of getting your mer- 
chandising message before your community has been hav- 
ing its effect on him; now comes your personal call and 
you find that the sales resistance you have to meet is 
surprisingly small. Your personal call gave the prospect 
the opportunity to put into effect his half-formed notion 


of “dropping in to see that place one of these days.” 


Genuine retail merchandising—the customer can see and handle the material displayed 



























DOMESTIC ENGINEERING 23 


* EFFECTIVE STORE MERCHANDISING 

HE VIGOR with which the various merchandising 

possibilities are pushed will decide the extent of the 
volume of business you do. Mr. Newman is in a location 
where he gets a lot of transient trade. People may pass 
his place of business many times; and then a need springs 
up, or some one notices the four display cases and the 
two big display tables inside the store, stocked with a 
complete assortment of all the accessories of the plumb- 
ing system. Immediately they feel that, instead of being 
in an unfamiliar place, where there is something different 
about retailing methods, they are in a place where they 
may buy as usual, look over a selection of products, and 
compare prices. 


In the big compartments on the open tables are the 
various items which the home owner might purchase and 
it must seem to him that he is thoroughly at home, as 
he has always been accustomed to feeling, for instance, in 
the hardware store. Different kinds of faucets are there 
for his selection, all priced, with someone ready to explain 
the difference in value. 

If, when he has looked over these things, he is in 
the mood to go over the displays, once again he finds 
everything priced. He—or she—might be looking at a 
davenport in a furniture store instead of a bath tub in a 
plumbing establishment, for all the difference there is in 
the methods of retailing. All of which makes the sale 
easier. 

Up to this point let us admit that all is much as it is 
in many plumbing stores with reference to fixture dis- 
plays. But that vigor which goes into Mr. Newman’s 
thinking about his business carries him on one step far- 
ther. That one step is a big one. It carries his mer- 
chandising and selling of plumbing fixtures into the 


unusual class. The price displayed on the bath tub, the 
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lavatory, the closet combination, the kitchen sink, or 
what not, is the price of the fixture, installed. 

What happens? Suppose the prospect has priced all 
the fixtures for a new bathroom. He has totalled up the 
prices in his mind. He hasn’t made his decision to buy 
as yet, remember. He’s on the fence. All that he has 
seen has interested him—he wouldn’t have come this far 
in the sale if it hadn’t. But he knows there’s going to be 
labor involved. So he asks, “What will it cost to install 
this stuff?” 

If he’s experienced in buying plumbing (and you know 
the average person only has to buy once to feel that they 
know pretty much everything about it) he’s leaning back- 
ward now, in his mind. This is the point where he 
expects to argue about the cost. He’s all set for “thinking 
it over.”” When he’s told quietly that the prices include 
the cost of installation, he’s thrown off his balance. The 
sales resistance he has set up suddenly finds nothing to 
resist. The actual price as he has totalled it up, compared 
with the vague idea in his mind about the high cost of 
labor which was going to make the installed cost even 
higher,—the actual price now looks much smaller than 
it did at first. It’s like these optical illusions where they 
draw lines of the same length, but in different directions, 
so that one looks longer. Your prospect now is just about 
ready to “fall.’’ 

He may also have had the thought in mind that the 
installed price couldn’t be given to him without some 
delay to permit of figuring—and during the figuring time 
he might either be “shopping” in other places, or letting 
his imagination run riot as to what happened when the 
contractor sharpened his pencil and began estimating. 

Mr. Newman has to meet the usual situation in the 
case of the man who wants to buy a fixture or fixtures 
and install them himself. Before such a person leaves 
the store he is asked if he knows how to install the fixture. 
“Nine out of ten say they do,’’ remarked Mr. Newman, 
“and eight out of the nine come back to have us put the 
thing in ourselves.’’ He doesn’t believe in crowding the 
customer for installation on small items. And rightly 
so, for the advantage he has gained by the very fact that 
the customer came to his store rather than to the hard- 
ware store is sufficient to guarantee that the name New- 
man is pretty well impressed on his mind. 


DEVELOPING NEW CUSTOMERS 


Newman organization averages annually means not 
only holding old customers, but continually and vigorously 
developing new ones. Every customer list is at all times 
in the process of change. Old names must be dropped. 
People die, or move away, or transfer their business else- 
where. To replace this lost volume the new customer 
must be developed. 


a meas a volume of business of the size which the | 


ENGINEERING 





April 30, 1927 


In order to make direct-mail advertising profitable, the 
utmost care must be observed in building a mailing list. 
And the first requirement of the name on such a mailing 
list is that the person to whom the advertising matters is 
to go be one who is likely to be a prospective purchaser. 
In building up his mailing list Mr. Newman keeps a close 
watch on the society columns of the newspapers for here 
he feels he finds those people who have means and who 
are live plumbing and heating prospects. Their homes 
are quality equipped, are well kept up; their accounts are 
worth having. 

In addition to this, the premise report cards are used. 
As these cards come in, they are gone over carefully. 
Those which should be followed up immediately are taken 
out and the campaign to sell the needed equipment com- 
menced. The others are filed away according to the time 
when it seems that it will be best to approach the prospect. 
Prospects are followed up closely by a salesman who is a 
former journeyman and knows the business thoroughly. 

Twice weekly the newspapers carry Newman advertise- 
ments, each of them carefully merchandised. They are 
effective because the sales arguments used tie up the 


products advertised with the ideas closest to the home 
owner and the housewife. The white toilet seat adver- 
tising, for instance, does not neglect the person who does 
not own, but rents. The message addressed to the home 
owner is based on pride in the home, on convenience to 
the housewife, on a payment plan. 

In other ways the vigor of Mr. Newman’s thinking con- 
tributes to the volume of sales. In addition to showing 
signs of good salesmanship, he desires to show signs of 
distinctive salesmanship. ‘‘Be distinctive,’ is his way of 
putting it. First try to carry lines that are not pushed 
by every one else. Then vary the sales talk so that the 
customer doesn’t get the same selling talk he hears every- 
where else. In selling water heaters, for instance, he puts 
forth first the argument of fire protection in relation to 
instantaneous or storage heaters and leaves the con- 
venience argument for later because he figures that other 
merchants will talk convenience first. By altering his 
sales talk he gains the advantage of novelty and the 
prospect, who may have been successful in meeting the 
usual line of arguments finds it a little difficult to meet 


this new approach. 

When the prospect walks into the Newman store, every- 
thing is planned to make it seem desirable to that pros- 
pect to make this his headquarters for plumbing needs. 
Every customer who enters the store, says Mr. Newman, 
enters with a purpose and we try to find out what that 
purpose is. While the customer is in the store, every 
thing else is secondary to the need for showing courteous 
attention to the customer, finding out his needs, and try- 
ing to fill them to his complete satisfaction. The mer- 
(Continued on Page 71) 





Nice stretch of windows for a well-travelled thoroughfare, isn’t it? 































Modern Sewage Disposal Methods 
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Fig, 1—Typical design of sep- 
tie sewage disposal plant 


By E. WILLIAMS 


sewage disposal and the methods employed that it 

seems it should be well understood. However, the 
writer has recently received so many inquiries that he is 
led to believe that this matter, so important in maintain- 
ing public health and welfare, is not nearly so well un- 
derstood as it should be. This is doubtless due to the 
fact that it is customary to treat this subject in articles 
that contain many technical terms that are more readily 
understood by sewage disposal experts and engineers. 
However, everyone connected with the field of sanitation 
should understand the general principles of municipal 
sewage disposal. In order to conduct the campaign against 
pollution of streams successfully, it is necessary that the 
fundamental principles of sewage disposal be clearly un- 


S: MUCH has been said and written on the subject of 
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derstood. The writer has endeavored, in this article, to 
use non-technical terms in order to make this matter 
clear. 

Sewage disposal, a number of years ago, was achieved 
by means of the ordinary cesspool which was nothing more 
than a hole in the ground, sometimes lined with wood 
but more often with stone or brick loosely jointed so 
that the liquid sewage could drain into the surrounding 
soil. 

The septic tank followed the cesspool and satisfactory 
results are obtained with this method of sewage disposal. 
The operation of the septic tank is briefly as follows: 

The septic tank is built in many different styles. A 
typical design is shown in Fig. 1. The sewage enters the 
compartment A through the inlet pipe and all solid matter 
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Fig. 2.—Plan of septic sewage disposal plant 
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settles to the bottom of this chamber. The liquid flows 
through siphon D into the liquid chamber B, and from 
here through the siphon into the discharge pipe. 

In the remaining solids on the bottom of tank A, mil- 
lions of germs or bacteria are formed. The fact that the 








Fig. 3.—Top: Brighton plant sewage disposal tanks and sprin- 

kling filters with sludge drying beds in foreground.—Center: 

Rochester, N. Y., Iron dequoit sewage disposal plant with 

sludge chambers under construction.—Bottom: Pontiac, Mich., 
sewage disposal tanks 


tank is located in the ground and covered, stimulates the 
breeding and multiplying of the bacteria in it. The scum 
forming on the top of chamber A provides suitable con- 
ditions for their formation. The successful operation of 
the tank depends upon this scum formation, and for this 
reason it should not be removed. After the bacteria are 


formed they continue to multiply rapidly, attacking and’ 


destroying the sewage by transforming the solid matter 
into a fluid. The time required to accomplish this varies 
between 24 and 48 hours. This fluid, under proper con- 
ditions, is nearly 40 
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posal plants that are operated on a large scale are pracii- 
cally based on the principles above explained. The two 


main funetions of sewage treatment in these plants are 
the reduction of solids into liquid form and the destruc- 
tion of organic matter by oxidation. 


One other may be 








Fig. 5.—Top: Sewage disposal tank sprinkling filters in fore- 

gzround.—Center: Rochester, N. Y., Brighton plant sewage dis- 

posal sprinkling filters, showing top of pipe at right.—Bottom: 

Baltimore, Md., sprinkling filters during process of construc- 
tion 


mentioned, namely, the reduction of bacteria in the fluid 
discharged from the disposal plant for the protection of 
the water supply and the prevention of the pollution of 
streams. 

In the early stages of sewage disposal, plain sedimenta- 
tion tanks were used, their function being to remove the 
suspended solids from the sewage. These solids were 
removed or transferred to other tanks for digestion or 
disposal. These solids had to be removed quite fre- 
quently and before the bacteria had an opportunity to 

reduce them to a fluid. 





per cent pure. It over- 
flows into chamber B 
and from there through 
the discharge pipe into 
the filter C. These fil- =P 
ters are composed of | 
sand, coarse gravel, A | 
cinders or _ crushed 
stone. Here the liquid | 
is allowed to soak into a 
the ground. In a sandy 
soil, the liquid will fil- 
ter into the ground 
without other precau- 
tions being taken. The 
tile sewer conducting | 
this liquid to the filter- 

ing beds should be laid | 
with open joints. —_— 








Not many such instal- 
lations were made. 
The Imhoff process 
of sewage disposal is 
probably the one most 
used. This process is 
primarily a combina- 
tion of a plain sedi- 
mentation tank and a 
sewage digestion tank. 
When these two tanks 
are operated as sepa- 
rate units, the settled 
solids are transferred 
periodically from the 
first tank to the sewage 
digestion tank, and be- 
fore the destruction of 








Modern sewage dis- 


Fig. 4.—General plan of the sewage treatment at Fitchburg, Mass. 


the sewage has devel- 
(Continued on Page 72) 
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Arkansas to have Conference Committee 


Fifth annual meeting held in spite of severe storm; 
E. J. Rowe, Hot Springs, elected president; 
National President Wilson talks 








LTHOUGH handi- oe Ra 
A capped by a series of 

unusually severe rain 
storms that made highways 
almost impassable for auto- 
mobile traffic and seriously 
paralyzed the railroads in 
many parts of the state, the 
fifth annual convention of 
the Arkansas Master Plumb- 
ers’ Association was held at 
the La Fayette hotel in Lit- 
tle Rock on April 14 and 15, 
with an attendance, while 
not as large as expected, 
made up of men who were 
deeply concerned with the - 
problems that are confront- 
ing them. 

Following the reading of | 














cide the city at which next 
year’s convention is to be 


] board of directors will de- 
held. 
| 


REPORT OF PRESIDENT 
6é HE activities of our 

en are lim- 
ited, due to a small mem- 
bership and lack of finances,”’ 
said President Jones in his 
report of the year’s activities. 

“There were many things 
that would have been done, 
had there been sufficient 
funds available, chief of 
which would have been the 
employment of a field secre- 
tary. Some of you will recall 
that such a plan was out- 
4 lined at our last convention, 








a letter from National Presi- 


dent Albert J. Wilson, deal- Albert J. Wilson of San Francisco, Calif., president of the 


but I am sure you will not 


ing with selling material National Association of Master Plumbers, and C. L. Jones criticize me for failing to 
without installing it, and of Little Rock, retiring president of the Arkansas asso- carry it out when I tell you 


without passing a resolution, 
the association showed itself : 
to be in favor of selling material direct to the consumer 
under certain conditions without installing it. However, 
the association did not instruct its delegate to the national 
convention to vote one way or another on the matter, 
leaving it to the delegate to use his own good judgment 
after hearing the question thoroughly discussed. 

The convention went on record as favoring the long- 
established practice of distribution—namely, manufac- 
turer to wholesaler, to master plumber, to consumer, and 
the marking of all fixtures on display in showrooms of 
wholesalers and show windows and showrooms of master 
plumbers with net prices in plain figures. 

A resolution was also adopted to appoint a conference 
committee of five to be selected by the board of directors 
to confer with a like committee of wholesalers to discuss 
matters of interest to the trade. 


ELECTION OF OFFICERS 

= on convention was called to order by President C. L. 

Jones of Little Rock, who presided at all the meetings. 
C. F. Holland, manager, Little Rock Chamber of Com- 
merce, welcomed the delegates to the city and, after the 
Toll call and the reading of the minutes of the last meet- 
ing and several communications, the members settled down 
to a serious discussion of business problems. 

E. J. Rowe of Hot Springs was elevated from the vice 
Presidency to the office of president for the year 1927. 
H. S. Lazarus of Camden was elected vice president. Al 
Borman of Hot Springs was re-elected treasurer, and 
Joe H. Bilheimer, Jr., also of Hot Springs, was again 
named secretary. 

A. H. Pfeifer of Little Rock and J. K. LeCroy of Hot 
Springs were re-elected directors. Retiring President 
Jones of Little Rock was also named a director. The 





ciation that the funds did not ma- 


terialize. The proposed 
method of providing the funds was by a tax of 1/10 of one 
per cent on the gross business of the members paid monthly. 
A few members paid this tax for a month or two and then 
it was discontinued altogether, notwithstanding that sev- 
eral letters were sent to the members calling their attention 
to it. I trust that some definite action will be taken at this 
time to provide funds for this purpose. It will do no good, 
however, to agree here to do something and then forget it 
as soon as the convention is over. Our association should 
have at least one hundred members and with a field sec- 
retary I feel sure this goal could be reached within a year. 

“Much time and money was spent in an attempt to pass 
a bill known as the housing and sanitation bill. This bill 
was the result of work on the part of the code committee, 
headed by J. K. LeCroy of Hot Springs, and much credit is 
due him and the other members of the committee. The 
membership should realize, however, that a committee 
needs the assistance of the whole association, and when 
a part of the membership works against the committee, 
as was done in this case, you can readily understand why 
the bill did not pass. The sooner we can reach the point 
where we can agree on majority rule the sooner we will 
do something worth while. If you do not agree with a 
program, launched at a convention, right then and there 
is the time to voice your disapproval. Do not wait until 
the convention is over and then do all you possibly can to 
prevent the officers, whom you helped to elect, from carry- 
ing out the program. 

“Much good can result from co-operating with the wom- 
en’s clubs. The federated clubs are doing many things 
that bring additional business to the plumber. They are 
advocating running water in every home and more and bet- 
ter sanitation. We should never lose an opportunity to 
co-operate with them. I have written letters to and 
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talked with several of the leaders, and they are ready to 
assist in making the home equipment more efficient and 
sanitary. 

“T have enjoyed serving the association during the past 
year and have put forth my best efforts in trying to fur- 
ther the interests of the master plumbers of Arkansas.” 

The report of the treasurer was read and showed the 
association to be in a sound financial condition. 
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A. L. Borman, re-elected treasurer; J. K. LeCroy, re-elected 
director, and E. J. Rowe, newly elected president; all of Hot 
Springs, Ark. 


Following are the committees appointed by Mr. Jones 
for the convention: Resolutions committee, A. H. Pfeifer, 
Little Rock, chairman; Jack Goodine, El Dorado; Al Bor- 
man, Hot Springs; H. S. Lazarus, Camden; George Robin- 
son, Pine Bluff; C. R. Jones, Siloam Springs; J. A. Wright, 
Pine Bluff. Entertainment committee, Hickey Himstedt, 
Arthur Pfeifer, G. C. Evans, Hunter Ellis, Newton Ott and 
Ted Taylor, all of Little Rock. Reception committee, P. A. 
Shaw, Henry Himstedt and E. N. Pettit, all of Little Rock. 
Legislation committee, J, K. LeCroy, Hot Springs; H. S. 
Lazarus, Camden; Hickey Himstedt, Little Rock; Joe H. 
Bilheimer, Jr., Hot Springs; C. L. Jones, Siloam Springs. 


RESOLUTIONS 

HREE resolutions were submitted by the resolutions 
fh eppeenecc and all were adopted by the association 
with a majority vote. While two of the resolutions are 
very similar in that they both have to do with the marking 
of prices on goods on display in showrooms, one of them, 
however, carries an additional clause calling for the ap; 
pointment of a committee of five men to confer with a 
like committee of wholesalers. Following are the resolu- 
tions: 

“Whereas, The health, comfort and safety of the nation 
are protected through the proper installation of quality 
plumbing fixtures, and 

“Whereas, The long-established practice of distribu- 
tion of plumbing material—namely, manufacturer to 
wholesaler, to master plumber, to consumer—assures this 
result, 

“Therefore, be it Resolved, That the Arkansas Master 
Plumbers’ Association, in convention assembled, approves 
and recommends the continuance of this practice, and 

“To disillusion the public regarding the alleged high 
cost of quality material, to assist home owners or builders 
in comparing values when selecting fixtures, and to create 
a desire and demand for more and better sanitary equip- 
ment in old buildings, we recommend that all fixtures on 
display in showrooms of wholesalers and show windows 
and showrooms of master plumbers be tagged with net 
prices, in plain figures.”’ 

The second resolution adopted in regard to the marking 
of prices of fixtures follows: 

“Resolved, That the Arkansas Master Plumbers’ Asso- 
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ciation go on record as favoring a resale price plainly 
marked on all plumbing fixtures in the salesrooms of the 
wholesaler, which will allow a fair margin of profit for 
the master plumber, and that we also favor as a means of 
encouraging the sale of plumbing materials by the master 
plumber, that all fixtures on display in his store or sales- 
room be plainly marked with the retail price to the con- 
sumer. And that a conference committee of five be ap- 
pointed by the board of directors to confer with a like 
committee of the wholesalers to discuss matters of interest 
to the trade.” 

The third resolution endorsed the efforts of the General 
Federation of Women’s Clubs urging a proper recognition 
of the economic status of Home-Makers and the desira- 
bility of home-making as a career by proper and adequate 
census Classification. 


PRESIDENT WILSON TAKES ACTIVE PART IN 
MEETINGS 

RESIDENT ALBERT J. WILSON of the National Asso- 

ciation of Master Plumbers attended both sessions and 
was active throughout the convention, relating many of 
his experiences in the plumbing business and coming to 
the assistance of the members when questions arose that 
perplexed them. 











A. H. Pfeifer, director; J. W. Stansberry, Hunter Ellis, G. C. 
Evans; J. H. Bilheimer, Jr., re-elected secretary, and Hickey 
Himstedt; all of Little Rock, Ark. 


Mr. Wilson’s main address concerned the activities of 
the National Association and problems that are confront- 
ing every master plumber in the country today. 

He said that the National Association was formed for 
the benefit of the small operator just as much as for 
the man who operates on a large scale and that no favorit- 
ism is shown. He pointed out that the United States gov- 
ernment recognized three divisions in the plumbing indus- 
try—manufacturer, wholesaler and master plumber—and 
stressed the value of this to the plumber. He said that 
in his opinion the plumbing business would not be worth 
following without this association. 

The policy of the National Association, said President 
Wilson, is that its members supply the material for build- 
ings on which they are doing the installation. He said 
that the question of selling direct or not without installing 
the material was to be one of the leading issues at the 
national convention at Minneapolis, and would be decided 
by a majority vote. He brought out the danger of the 
common practice of estimating too closely on labor costs 
in the face of keen competition for a job, adding that 
labor was an item that would vary as much as 25 per cent 
on two buildings being erected under the same conditions 
and with the same specifications, but with two different 
crews of men. 

Mr. Wilson explained the objects of the apprenticeship 
committee, the standardization committee, the educational 
committee and the scholarship committee of the National 
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"THERMO VALVE 


“SNAP ACTION” 


The tiresome, tedious delay of waiting for hot 
water — here is your opportunity to make real 
profits with this modern, dependable, trouble- 
proof valve—the KENNEY Thermo-Valve. 


With it your customers may have abundant 


hot water — when they want it—ALL THE 
TIME! 


The Kenney is accurate, unfailing, free from 

bother, annoyance or break-downs. It has 

no complicated mechanisms, no frail levers, 
a is easily installed and will positively safeguard 

iti 1 | &,: +e the plumbing. 

It supplies hot water for dishes, laundry, bath, 

shampoo, housework and the multiple needs 


of the family on the instant! No waiting, no 
worry, entirely automatic, always accurate. 


) And you will find its sale easy and profit- 
making—in fact it will help you build other 
sales! 


Manufacturers— Plumbers 


Manufacturers will find the Kenney particularly desirable. 
Plumbers who want to recommend and install the best cannot i 
fail to find the Kenney a real opportunity! Write. 


FLANNERY MEG, CO 


FLANNERY BLDG. PITTSBURGH, PA. 
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he Savoy” 
A NEW ‘Statrdard’ Closet 


Installed Throughout in the 
World’s Finest Equipped Hotel 


“<tandard” 


PLUMBING FIXTURES 


The Oval-Top Bow! of 
the “Savoy” Closet 
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The Savoy-Plaza Hotel, now being erected in New York City, 
will be the finest equipped hotel in the world. The appointments 
will be the very best obtainable and the conveniences unsurpassed. 
Foremost among the many superior advantages offered for the com- 
fort of the guest are “Standard” Plumbing Fixtures, including the 
“Savoy” Water Closets. 

The “Savoy” Water Closet is a high grade syphon jet bowl 
made of “Standard” genuine vitreous china. It works efficiently 
and quietly. It has a three inch seal and a large water surface of 
13% inches by 10% inches with no soiling area. Its straight flush 
connection makes it ideal for a limited space—it projects only 28% 
inches from the wall when installed. 

yaote-\elettelevar-lmr-teremelbcie-lelelier:am(r-Labta mem Gel -me)c-1MJel-\ elie) a dela Colon 
This combines all the advantages of the extended front and back 
a LeoMbtelerer-1imelr-lel game) Mr-te)el—-le- tele 

The “Savoy” Closet can be furnished either with a Flush Valve, SAVOY - F-2220 
or as a tank combination with the quiet, efficient high-grade 
“Standard” water control closet unit. 

Here is a closet that your customers will like and thank you for 
suggesting. It will be safe to order one from your Wholesaler. You 
will soon sell it. 


Standard Sanitary Mfg. Co. 
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Association. He went into some detail as to the forma- 
tion and work being done by the new trade relations com- 
mittee, stressing the high caliber of the men of which it is 
composed. The work accomplished by the National Trade 
Extension Bureau with the small and inadequate funds at 
its disposal was lauded by him. He told of the plan to 
increase the budget of the bureau to $500,000 and of the 
progress that has already been made in this endeavor, 
pointing out that the manufacturers and wholesalers, who 
have been the largest contributors to the fund, feel that 
the plumber should take a more active interest in the 
campaign in view of the fact that he is the greatest bene- 
ficiary. He also told of the other changes proposed, such 
as moving the bureau to St. Louis and working with the 
General Federation of Women’s Clubs. 

“We have arranged to make it the greatest convention 
ever held in the annals of the association,’”’ said Mr. Wil- 
son in referring to the national convention to be held at 
Minneapolis in June. He spoke of the great amount of 
time that National Director William J. Lang, of Chicago, 
has given to the exhibits, which are to be the most com- 
plete display of plumbing and heating material ever as- 
sembled under one roof. Mr. Wilson went over the entire 
program, telling of the entertainment plans and other 
features of the convention and asked as many as possible 
to arrange to attend the convention, assuring them of an 
enjoyable and profitable time. 


POSSIBILITIES OF ORGANIZATION 
ATIONAL Director Jere Sheehan, Jr., of St. Louis, 
Mo., was also present as a representative of the 
National Association in place of National Director Frank 
P. Tweedie of New Orleans, who was unable to attend be- 
cause of pressing business matters. 

Mr. Sheehan said he would confine his remarks to the 
value of organization. He pictured the state of Arkansas 
and every state in the country with a 100 per cent organi- 
zation, painting the wonderful opportunities this would 
offer the master plumber as a whole. He cited several re- 
cent examples of what organization has done for other 
trades and industries in the country that were threatened 
with disaster, to show clearly just what can really be 
done when everyone is pulling together for one common 
purpose. Mr. Sheehan urged the formation of more noon- 
day lunch clubs where it is possible to meet one’s competi- 
tor and get better acquainted with him, as he feels that 
this is one of the vital necessities for success in any busi- 
ness. He told of the lunch clubs that have been formed 
in his home city and of the good work that they have 
accomplished. ’ 


THE NATIONAL TRADE EXTENSION BUREAU 

ay decom G. BERGNER, secretary, National Trade 

Extension Bureau, Evansville, Ind., in addressing 
the convention, stated that he was present to gather 
further information on the master plumbers in the 
state of Arkansas. He pointed out the handicap under 
which the bureau is operating with its limited resources, 
but assured the delegates that they were applying the 
available funds to the best possible use. 

He spoke of the opportunity he had of observing those 
who were making a success and those who were making 
a failure of their business. The successful ones, said Mr. 
Bergner, are those who are interesting the public in what 
they have to offer and telling about it. Those who are 
failures are the ones who are loading up their books with 
orders on which there is no profit. 

He explained how the bureau is in a position to gather 
data that it is impossible for each separate locality to se- 
cure by itself. For seven years, he said, the bureau has 
been sowing much seed, and the time has now arrived 
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when this seed should commence to sprout and the master 
plumber should take a hold and do his part in the work 
that has been started for his benefit. He pointed to the 
efforts of the so-called direct-to-consumer wholesalers who 
are making inroads in many localities, chiefly because they 
are advertising that they are in business, while the master 
plumber is simply standing by and not pushing himself to 
the front. 

Mr. Bergner then went into detail on the proposed plan 
for enlarging the activities of the bureau, as has been ex- 
plained at various times in “(Domestic Engineering,” and 
asked the members to get behind the program both indi- 
vidually and as an association, adding that, while no defi- 
nite plan has been yet worked out, the bureau would be 
glad for any donations. 

C. W. Wanger, president of Woodward-Wanger Co., 
Philadelphia, talked on modern methods of merchandis- 
ing. Mr. Wanger spoke of the gradual decline in the 
building program during the past few years and impressed 
on his listeners the necessity of making up this loss by 
concentrating on the merchandising end of their business. 
He said that in modern selling it was necessary to give 
the details of the commodity to the prospective buyer and 
include personality in the selling talk. Know your costs 
and overhead and do not let competition set your price for 
you, the speaker added in conclusion. 

At the request of G. C. Evans of Little Rock, William G. 
Bergner outlined briefly some of the accomplishments of 
the Trade Extension Bureau during the past two years. 
Mr. Bergner said that one of the outstanding accomplish- 
ments of the bureau was the general improvement in 
business methods among plumbing and heating contractors 
in all parts of the country. 

H. G. Craig, manager of Crane Co., Harry Shauman, 
manager N. O. Nelson Mfg. Co., and E. A. Reichardt, man- 
ager R. T. Clarkson Co., all of Little Rock, were intro- 
duced by President Jones. 

After some discussion as to the reasons for the failure 
of the plumbing code to pass the last state legislature, it 
was decided to revamp the code that was previously sub- 
mitted and attempt to have it passed with the proposed 
changes at the next meeting of that body. 

The question of increasing the membership of the asso- 
ciation before the next annual convention was brought up 
by C. L. Rowe, newly elected president, and all of those 
present pledged him their support in this work. 


ENTERTAINMENT 

N THE evening of the first day’s meeting, the dele- 
O gates and guests proceeded by automobile to the Red 
Gates Inn on the pike between Little Rock and Hot 
Springs, where dinner was served, followed by music and 
vaudeville. Jack Goodine, master plumber of El Dorado, 
was especially entertaining with a few songs. W. H. Ellis 
and H. Pfeifer, both of Little Rock, also contributed to 
the entertainment. The second evening was spent at the 
Little Rock branch of N. O. Nelson Mfg. Co., where a 
buffet dinner was served for the master plumbers and 
salesmen attending the convention. 


EXHIBITS 
HE Hoffman Heater Co., Louisville, Ky., was repre- 
pote by C. B. Allison, who arranged an attractive 
display of water heaters in one of the hotel rooms. The 
Mueller Co., of Decatur, Ill., showed a large line of faucets 
on two display boards. 





Thomas R. Douglas, 22 Sabin street, Providence, R. I., 
has been awarded the plumbing contract on the $1,000,- 
000 Grand Masonic Temple being erected at Francis, 
Brownell and Park streets in that city. 
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Exhibits of Electrol, Inc., of Missouri, St. Louis, Mo.; Silent Automatic Corp., Detroit, Mich.; General Electric Co., Schenec- 
tady, N. Y¥.; Minneapolis Heat Regulator Co., Minneapolis, Minn., and Honeywell Heating Specialties Co., Wabash, Ind., at 
fourth annual convention of American Oil Burner Association 


Many Fine Exhibits at Oil Burner Meeting 


Te: exhibits in connection with the fourth annual furnace to show how it is attached to the furnace door. 

convention of the American Oil Burner Association Ballard Service Corporation, Boston, Mass., an exhibit of 

were many and varied. The following is a list of its products. 

exhibitors with the piuducts each one presented for in- Bryan Steam Corporation, Peru, Ind., five oil and gas 

spection: burning copper tube boilers of various sizes, one boiler cut 
Absolute Contactor Co., Elkhart, Ind., its new safety away to show interior construction. 

valve control, and new master oil shut-off valve which Bunting Iron Works, Berkeley, Calif., various types of 

shuts against 20 lb. pressure, also its household refrig- oil burners. 

erator thermostat control. Century Electric Co., St. Louis, Mo., motors for oil 
Aetna Oil Burner Corporation, Providence, R. I., three burners and various parts. 

sizes of burners, a cut-away model, and one large machine Combustion Fuel Oil Burner Co., Milwaukee, Wis., va- 


to take care of 30,000 sq. ft. of radiation, also a siphon ious types of oil burners, one gas ignition and one elec- 
breaker to protect siphoning of tanks in case of leakage tric ignition, also a large burner for apartment buildings. 
in oil lines. ' Consolidated Boiler Co., Benton Harbor, Mich., boiler 
American Blower Co., Detroit, Mich., a rotating column eauipment for burning oil or coal, also equipped with 
showing various trpes of its fans. garbage incinerator and baffles adjustable to draft condi- 
American Foundry & Machine Co., Brooklyn, N. Y., ro- tions, and domestic hot water coils all in one boiler. 
tary fuel oil pumps for domestic and industrial burners for Chrobaltic Tool Co., Detroit, Mich., high temperature 
direct connection to high and low speed motors, also larger Tesisting alloys for engineering work, exhibits shown were 
electric pumps and hand-pumps for transfer service. metal fire pots made for various oil burner manufacturers. 
American Radiator Co., New York, an oil burning boiler, Cook Electric Co., Chicago, Ill., two types of automatic 
water heaters and various types of controls. pumps, controllers for high, low and natural draft and 
American Schaeffer & Budenberg Corp., Brooklyn, N. Y., | ™echanical burners, anti-siphon valves, low pressure by- 
anti-siphon valves to prevent siphoning of oil out of the Pass valves, gauges and metal bellows. 
tank in case of break in the line, tank gauges, and by- Detroit Lubricator Co., Detroit, Mich., various types of 
pass valves to pass oil by the burner back to the tank. controls. 
Arthur H. Ballard, Inc., Boston, formerly associated Donegan Electric Co., Detroit, Mich., various types of 
with Ballard Service Corporation, has abandoned the’ electric ignition, transformers, both intermittent and con- 


industrial, and now in the domestic oil burner field; tinuous firing. 


showed its Jr. burner, size of complete burner for domestic Economy Heat Unit Co., Minneapolis, Minn., showing 
heating, 9x5%x5% inches. four types of its heat units. 

American Oil Burner Association Sales Campaign, show- Electrol, Inc., of Missouri, St. Louis, Mo., three burners, 
ing various types of association sales campaign literature, one right hand and one left hand, adaptable to space con- 
and reasons for conducting the campaign. ditions in basements. 

Automatic Home Heating Co., Pueblo, Colo., two burn- The Fluid Heat Corp., Baltimore, Md., an oil burner 


ers having only three moving parts, and preheating the air. with vertical atomizing head, requiring no alterations in 
Beckwith Co., Dowagiac, Mich., a cut-away unit show- the boiler, automatic valves to shut off oil lines in casé 

ing the heat controls of its burner, also a burner in a_ of breakage. 
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The strongest pipe line is no stronger 
or safer than its weakest pipe fitting 


Gaia great strength of malleable iron, its high 
elastic limit, and toughness to resist shock and 


strain of hardest service, has led to its adoption 
on all types of modern and approved construction. 


<@ Fittings combine these unsurpassed properties 
with a degree of mechanical soundness heretofore 


unknown to the users of gas, superheated steam 
and fluids. 
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at the Dike' 
nad 


) EXCEL 
UNIONS 


Remember the story of the Dutch Boy at the dike— 
how he found the leak in the sea-wall and realizing 
the danger to his townspeople, heroically stemmed 
the flow of the water, first with his finger, then his 
hand and finally plunged his arm into the opening 
before he was discovered and the leak mended. 


Serious indeed would have been the consequences 
but for this lad’s great presence of mind. 


EXCEL Unions are daily rendering as great a service 
in thousands of installations all over the country. 


The only difference is that the brave boy could not 
have stayed at his work for long, while EXCELS 
make a union in pipe lines that will remain perfect 


for the life of the job. 


Listed as standard by the 
Underwriters’ Laboratories 


PROVIDENCE FITTINGS CO. 
7 WATER STREET :: :: BOSTON, MASS. 
New York Office: 210 E. 45th Street 


EXCEL UNIONS 


1927 


“The Dutch Boy 
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Federal Gauge Co., Chicago, IIl., various types of its 
mercury-operated oil burner controls, a control for oil 
burner flame actuated by the action of light on the switch, 
instead of by the action of heat, also pressure control, and 
low water cut out. 

Fuel Oil and Temperature Journal, New York, announc- 
ing the change in name from Fuel Oil to Fuel Oil and 


Temperature Journal. 

General Electric Co., Schenectady, N. Y., various types 
of motors and transformers, a complete line of ignition 
and control transformers, including transformers specially 
designed to suppress radio interference. 

Gulf Oil Burner Co., Philadelphia, a subsidiary of the 
Gulf Oil Corp., associate of the Gulf Refining Co., showed 
its burner all in a corked-lined box 1014x27x10% inches. 

Hardinge Bros., Chicago, showed its oil burner and an 
assortment of atomizers ranging from 2% inches to 3 
inches for smaller homes, to 10 inches for larger buildings, 
also various types of burners. 

Heating and Ventilating Magazine, New York, an exhibit 
of magazines and oil burner literature. 

Harding Heat Unit, Chicago, showed their heat unit, a 
combination of oil burner and boiler, with cone-shaped 
fire box, made also to burn gas. 

Frank A. Holby Corp., New York City, showing indus- 
trial burners for marine use, also in factories, apartment 
houses, hotels, etc., complete line of heavy oil equipment 
for 14 to 16 Baume oil. 

Honeywell Heating Specialties Co., Wabash, Ind., its 
masterstat, an instrument which combines a regular boiler 
control and dry boiler safety, also electric oil valve for 
use as positive shut-off when current fails, a complete 
high-low system of automatic control. 

Ideal Oil Saver Co., Chicago, Ill., a miniature device 
showing how the baffles made by this company break up 
the hot gases, and provide distribution, various types of 
baffles were shown to apply to sectional, tubular and up- 
right boilers. 

Jannette Mfg. Co., Chicago, Ill., sectional views of pump 
for transfer of fuel oil, also a pump recently developed by 
the Grant Accessories Co., New York, motors, blowers and 
rotary converters for changing from alternating to direct 
current, 
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Jefferson Electric Co., Chicago, IIl., various types of oil 
burner ignition equipment. 

Iroquois Electric Refrigerator Co., Philadelphia, five 
types of electric refrigerators, two cut away to show con- 
struction and method of operation. 

S. T. Johnson Co., Oakland, Calif., seven oil burners 
showing various types of its burners, one connected to a 
boiler to show method of attachment. 

K-W Ignition Corp., Cleveland, O., high voltage trans- 
formers for oil burner ignition. 

Lessen Equipment Corp., Hartford, Conn., dise type oil 
burner devised by Ballard Oil Co. of Hartford, Conn. 

Liquidometer Co., Inc., Long Island City, N. Y., gauges 
for a continuous register of the contents of tanks for use 
in domestic and industrial burners. 

May Oil Burner Corp., Baltimore, Md.; this company 
won the prize for bringing the largest number of mem- 
bers into the association in the membership competition. 
Its salesmen also won all the prizes offered for member- 
ship of the dealers division of the association. They 
showed types of the company’s oil burner. 

Marr Oil Heat Machine Co., Minneapolis, two types of 
oil burners, one a recent design for use in average size 
homes. 

Lawrence May Oil Burner Co., Flushing, N. Y., showing 
its types of oil burners. 

McDonnell & Miller, Chicago, Ill., low water cut off, 
working on various pressures up to 100 lb., with either 
automatic or manual reset, new vapor switch, cut out at 
4 oz. and in at 1 oz., or wider ranges. 

McAlear Mfg. Co., Chicago, its line of simplex and du- 
plex water feeders and water line controllers for coal oil 
and gas-fired boilers. 

Minneapolis Heat Regulator Co., Minneapolis, Minn., 
various types of oil burner controls, a device equipped 
with forced air showing how various controls work in se- 
quence on the job. 

Minwool Insulating Co., Kalamazoo, Mich., two minia- 
ture furnaces covered with its insulation and equipped 
with thermometers to show the difference in heat trans- 
mission after the insulation was applied. 

Monitor Furnace Co., Cincinnati, O., a power burner 

(Continued on Page 75) 





Exhibits of S. T. Johnson Co., Oakland, Calif.; H. B. Smith Oo., Westfield, Mass.; McAlear Mfg. Co., Chicago, and Ideal oil 
Saver Co., Chicago, at fourth annual convention of American Oil Burner Association 
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And now— 


in addition to these other features 


Speakman Lavatory Fixtures can be had in.... 


SPEAKMAN CHROMIUM PLATE 


Which never tarnishes 

Is always bright 

Requires no polishing 

Not affected by salt air, salt water, or most acids 
Is so hard that it will never wear off 



















Improved raised seats 
which permit a full 
flow of water with a 


fractional tu 
er rn of the 
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Swivel disc, washers 
Speakman Chromium Plate makes it possible for encased. 
anyone who desires metal handles or escutcheons 
to have them in a wonderful brilliant and lus- 
trous finish which is permanent and retains its 


rich appearance without effort. 


SPEAKMAN COMPANY 


WILMINGTON. DELAWARE 


SPEAKMAN SHOWERS 


and FIXTURES 


. 


Renewable seats. 
¥ 


Castings are close 
grained, being made 
of electrically melted 
brass. 


¢ 


All good makes of 
lavatories can be had 
trimmed with Speak- 
man lavatory fixtures. 

























Speakman Unit- Acto 
Lavatory Fixture with 
metal escutcheons and 4 
arm metal handles with 
renewable china index— 
can be furnished in either 
nickel or Speakman Chro- 
mium Plate. Installed on 
the lavatory is the H2276 
with China escutcheons 


and handles. 
































Piping Contractors New York State Association went 

on record as opposed to the dissolution which had 
been rumored during the past year. The convention was 
held April 20 and 21 at the Onondaga Hotel, Syracuse, 
N. Y. At a meeting of the board of directors, held the day 
before the convention, a resolution was made to the effect 
that the state be divided into zones or districts, each to 
have a delegate appointed by the president, and directly 
responsible to him for conditions in that zone. This direc- 
tor would carry all messages from the state and National 
associations to his own members, and endeavor to get new 
members in that territory. The resolution was passed on 


the proposal of Martin W. Utz of Rochester. 


T HE thirty-second annual convention of the Heating and 


OFFICERS ELECTED 

ILLIAM G. FRASER of Buffalo, was re-elected 
W president of the association for the year 1927- 
28. Assisting him as vice-president will be William 
J. Olvany of New York City. Robert B. Miller, of New 
York City, was elected secretary-treasurer, and Henry B. 
Gombers of New York City was made recording secretary 
for another term. 

The directors elected to aid the new officers are: Edward 
B. Folley of Binghamton, Elbert W. Tompkins of Albany, 
Martin W. Utz of Rochester and Thomas H. Burns of 
Syracuse. The officers will also serve on the board of 
directors. The officers were installed by George H. Drake 
of Buffalo, past president of the association. 

Henry B. Gombers, recording secretary, of New York 
City, read his report for the past year, and said that the 
association showed a membership gain of nine. He read 


several pieces of correspondence, the most important of 
which was a warning against a swindle being perpetrated 
against heating contractors by a company in Baltimore, 
Md. This company for a stipend, agreed to furnish heat- 
ing contractors with a quantity survey of jobs called, and 





New York Heating Men to Carry On 


also agreed to tell the contractor what the low bid on the 
job was, so the man in mind could put in a still lower bid 
and get the job if he desired it at the price quoted. The 
company never lived up to its promises, and Mr. Gombers 
warned the delegates to be wary of such a scheme. Opera- 
tions of a similar nature were reported to be transpiring 


in St. Louis, Mo. 


PRESIDENT REPORTS 
ILLIAM G. FRASER of Buffalo, president of the as- 
W sociation, started his report with a short resume of 
the history of the association, which was meeting at the 
time in the city of its birth in 1895. He went on to tell 
of how the ‘‘Golden Rule” could be applied to the heating 
industry as well as to any other. 

He said that the past year showed a vast expansion in 
the amount of heating and ventilating work done in the 
state of New York. 

Mr. Fraser said about building, ‘‘Some people are in- 
clined to think that over-production in over-building, is 
under way. I rather doubt that this is true. You will 
agree with me that there is no immediate danger in the 
heating industry. I am of the opinion that there will be a 
continuation of the present prosperity of this industry 
throughout the country, and while the country is prosper- 
ous, so is our state.” He said, however, that while the 
heating industry is busy, it is not as prosperous as it might 
be, as there is some doubt as to whether or not heating 
contractors are getting a fair price for their work. 

“I might say that our association has never been in a 
more healthy condition,’’ he said, ‘and its continued 
progress rests with its members. Only a week ago; a bill 
came up in Albany, which if passed, would have brought 
about a condition which could have had serious effect on 
everyone interested in the heating industry. I am pleased 
to state to you that this bill was defeated, largely through 
the efforts of the New York State association.’’ In closing, 




















Top row: Joseph C. Fitts of New. York City, assistant secretary of the National Association; A. H. Davidson of Saranac 

Lake; Herbert A. Snow of Boston, chairman of the National committee on certified heating; William G. Fraser of Buffalo, 

re-elected president; Henry B. Gombers, of New York City, re-elected recording secretary.—Bottom row: Robert B. Miller of 

New York City, secretary-treasurer; Thomas H. Hughes, secretary of the Utica association; H. R. Stern, president of the New 

York City association; A. R. Herske, manager of the Cleveland, Ohio, association; R. H. Mattison, manager of the Buffalo asso- 
clation; Edward Joy, Jr., of Syracuse, chairman of the entertainment committee 
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A few of the typical 

Square “Gee” fittings 

used on the above 
installation. 


Alike as Peas in a Pod 


QUARE “Gee” fittin’s are always cause ‘“‘they come easy and fit tight” 
the same. Every fittin’ must meet the first time. They make tight, leak- 
the highest standard for material and _ proof connections—speed up the work 
workmanship in order to bear the’ on the job—save time and labor and 
Square “G” trademark. This rigid in- keep the costs within your estimate. 
flexible policy insures perfect fittin’s. For friendly fittin’s that are always 
Square “‘Gees’”’ could be used by a the same —say Square “Gees’’ to 
blind man with utmost confidence be- your jobber’s salesman. 


THE GRABLER MANUFACTURING COMPANY - Cleveland, Ohio 
New York + Chicago + Los Angeles + San Francisco 


SQUARE “GEE™ 
Malleablelron PipeF IT TINGS 


Mention Domestic ENGINEERING when writing advertisers. 
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Mr. Fraser thanked the Syracuse association for its hos- 
pitality, and the officers and directors for their co-opera- 
tion during the past year. 


COMMITTEES APPOINTED 

HE following committees were appointed to carry on 

the business of the convention and the work of the 
association for the forthcoming year: Auditing, William 
H. Hubbard of New York City, P. J. O’Donnell of New 
York City and Leonard G. Kirk of New York City; asso- 
ciation improvement and relationship, D. W. Ashton of 
Buffalo, Thomas Burns of Syracuse and Samuel Raisler 
ot New York City; resolutions, Martin W. Utz of Rochester, 
E. Folley of Binghamton and D. Cady Fulmer of Syra- 
cuse; nominating, H. W. Stern of New York City, Roger 
Moran of Buffalo and Horace Jones of Rochester; creden- 
tials, Richard Hankin of New York City, Arthur Jensen 
of Geneva and A. H. Davidson of Saranac Lake. 

The association improvement and relationship com- 
mittee recommended that the board of directors elect the 
president as chairman, so as to avoid divided responsibility 
in calling directors’ meetings or meetings of zone chair- 
men. The committee also recommended that the board of 
directors consider the advisability of an educational com- 
mittee to get out any advertising literature that the board 
of directors and the committee might consider to be of 
advantage to the association and its members. 


RESOLUTIONS PASSED 
HE following resolutions were presented to the con- 
T vention and adopted: 

“Resolved that two delegates be appointed by the 
incoming board of directors to attend the thirty-eighth 
annual convention of the Heating and Piping Con- 
tractors National Association, and that their expenses 
be paid by the state association. 

**Resolved that this association approves the engineer- 
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ing standard adopted by the Heating and Piping Con- 
tractors National Association, and further recommends 
that its members use the same. 

“Resolved that members exert themselves to obtain 
new members for their local, state and National asso- 
ciations, and to assist in carrying on the campaign now 
under way by the membership committee of the Na- 
tional association. 

*“‘Resolved that dues for all new members obtained 
this year up to the cluse of the convention, be abated. 

“Resolved that the association send its sympathies 
to the family of Samuel Wright, past president and 
director of the state association, in their bereavement 
for his death.”’ 


DISCUSS CERTIFIED HEATING 

HE session held on Wednesday afternoon was devoted 
T entirely to the discussion of certified heating. A. R. 
Herske, manager of the Cleveland, Ohio association was 
the first to talk on the subject, and he spoke on “How 
the Certified Heating Plan Operates in Cleveland, and 
What it Has Accomplished.” He defined certified heating 
as ‘‘the collective assurance of a group of heating con- 
tractors which shall be in accordance with the best stan- 
dards, put in by experience gained through time.’ He 
went on to tell about the boiler charts used by the Cleve- 
land association, and how they were employed by the 
heating contractor. He said that after a job had been 
completed the owner was presented with a certificate 
showing that the installation had been completed in ac- 
cordance with certain standards. “This system will not 
make more money for you,” he declared, “It will not make 
you competent. All it can do is to aid and strive for better 
conditions.’’ He assured the men that certified heating was 
also a good bond to use in getting new members into 
the association, as it gave something very definite that 


the association could offer. (Continued on Page 87) 


Wisconsin Heating Contractors Add New Members 


Contractors Wisconsin Association, held at the Elks’ 

Club, Milwaukee, April 20, was one of the most out- 
standing meetings ever held by that organization. The 
feature of the meeting was the acceptance of the applica- 
tion of the new Sheboygan local association. The mem- 
bers of this local were present and were greeted with en- 
thusiasm by the convention. Four new members were 
also added from Milwaukee. These new members bring 
the total membership to sixty, nearly every one of whom 
was present or had a representative at the convention. 

J. J. Wiertz of Racine, president of the association, 
opened the meeting, and a welcome from the Milwaukee 
Association of Commerce was read. Joseph A. Volk of 
Milwaukee, chairman of the entertainment committee, told 
the delegates of the plans for the convention, and offered 
them the privileges of the club for the day. 


"Tee annual convention of the Heating and Piping 


COMMITTEES APPOINTED 

ee following committees were appointed to carry out 

the business of the meeting: Credentials, Michael 
Mueller, Milwaukee, and J. Zimmerman, Kenosha; resolu- 
tions, E. J. Sullivan, Kenosha, John S. Jung, Milwaukee, 
and William Netzinger, Racine; nomirating, B. C. Free- 
man, Milwaukee, George F. Reeke, Green Bay, and George 
EK. Patterson, Oshkosh; auditing, M. E. Flaherty and Jo- 
Seph A. Volk, both of Milwaukee, and Chris Kaelber, 
Kenosha; appeals and grievances, Edmund Grassler and 
Paul C. Downey, both of Milwaukee, and C. Vierbeck, Ap- 


pleton; entertainment, R. J. Kellerman, Allan Pflugradt, 
E. Gapenski and Joseph A. Volk, all of Milwaukee. 

John S. Jung, Milwaukee, director of the Heating and 
Piping Contractors National Association, brought the 
greetings of that association to the convention. He told 
of the work the National association had done, especially 
in the way of eliminating certain sizes of valves and fit- 
tings. He said also that the experimental bureau expected 
to have reports ready soon on the pressures of various 
sized risers, and that they had been asked to make tests 
on the insulating materials between walls. 

Mr. Jung went on to say that the National association 
had appointed a committee on certified heating, and that 
the committee had already accomplished a great work in 
its two meetings. The association is now publishing certi- 
fied heating propaganda, according to Mr. Jung. This lit- 
erature is printed in such form that any local association 
can get it from the National office for distribution in its 
own localities. In this manner, a great deal of the litera- 
ture on certified heating will be uniform throughout the 
country. He told of the partial report of the boiler output 
committee of the National association. Mr. Jung urged 
the members to co-operate with the National Trade Exten- 
sion Bureau, saying that the Bureau had not received the 
full co-operation of the heating contractors. In closing 
he told of the plans for the National convention to be held 
in West Baden, Ind., June 1, 2, 3 and 4, and asked the 
Wisconsin heating and piping contractors to make all pos- 
sible efforts to attend. 
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OFFICERS ELECTED 
HEN the nominating committee brought in its re- 
port, the convention elected J. Zimmerman of Keno- 
sha as its president for the ensuing year. The other offi- 
cers elected at the same time are: A. F. Leitgable, Milwau- 
kee, vice president; A. F. Bowers, Milwaukee, re-elected 
secretary-treasurer; M. Mueller, Milwaukee, sergeant-at- 
arms. Edmund Grassler, Milwaukee, George F. Reeke, 
Green Bay, Charles A. Honold, Sheboygan, J. B. Sullivan, 


Stevens Point, and J. J. Wiertz, Racine were elected as 
directors of the association. Paul C. Downey, Milwaukee, 
escorted the new officers and directors to the rostrum, and 
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Milwaukee association of commerce, and-to the Milwaukee 
Elks Club were contained in one resolution which was 
passed. A resolution recommending that manufacturers of 
the “slim type” of radiation be asked by the National as- 
sociation to take measures to standardize the different 
heights, widths and columns for the convenience of the 
heating contractors was passed. 

At several times during the meeting the advisability of 
hiring a field man was discussed, but the consensus of 
opinion was that, on account of the trouble of financing it, 


this would have to be deferred. The purpose of the field 
man would be to increase the membership of the associa- 





Top row, first picture: O. T. Munsell; 


A. E. Younggren; E. H. 





Stein; J. Zimmerman, newly elected president; E. J. Sullivan; 


Fred F. Kaelber; C. A. Kaelber, all of Kenosha; B. C. Freeman of Milwaukee.—Second picture: Joseph H,. Volk of Milwau- 


kee, chairman of the entertainment committee; Paul C. 


Downey of Milwaukee; R. R. 


Hughes of Racine; R. J. Kellerman 


of Milwaukee; Fred Quittschreiber of Milwaukee.—Bottom row, first picture: G. J. Etzel; Henry Brenner; E. A. de la Ruelle, 
business manager of the local association; H. M. Dailey, all of Milwaukee—Second picture: Joseph Prevot of Green Bay; E. 
Gapinski of Milwaukee; T. L. Ahern of Fond du Lac; A. F, Bowers of Milwaukee, re-elected state secretary 


Harry M. Hart of Chicago, president of the Heating and 
Piping Contractors National Association, inducted them 
into office with appropriate talks to each officer. 


RESOLUTIONS PASSED 
RESOLUTION to the effect that jobbers’ salesmen 
A should not figure radiation for incompetent heating 
contractors was proposed by E. J. Sullivan of Kenosha, 
but was tabled. A resolution was passed to call the atten- 
tion of the National association to a former resolution 
presented at a previous National convention regarding the 
spraying of radiators with a non-corrosive substance by 
manufacturers, and requested the National association to 
take some action on the matter. The convention also 
passed a resolution that steam heating boilers should have 
a tapped opening immediately over the water line of the 
boiler, to be used as a surface blow-off, and tapped open- 
ings in the bottom of the boiler, conveniently located, to 
facilitate thorough cleaning of the boiler. This resolution 
was to be forwarded to the National standardization com- 
mittee. 
A resolution expressing the grief of the association over 


the death of Henry D. Dearsley, of Milwaukee, a member, 
Was passed and a copy sent to the widow. Thanks to the 


‘ 


tion if possible. George F. Reeke, Green Bay, urged the 
members to try to get means together for employing such 
aman, and the idea was tabled until next year, when it 
is hoped that such a man may be obtained. 

The question of the licensing of heating contractors 


was also taken up, but no action was taken. 


BANQUET FEATURED BY TALKS 

HE banquet held at the Elks’ Club that evening was 

one which will not soon be forgotten, both on account 
of the excellency of the cuisine, and the guests of honor. 
These were Harry M. Hart of Chicago, president of the 
Heating and Piping Contractors National Association; 
George M. Getschow of Chicago, chairman of the boiler 
output committee of that association, and W. W. Hughes 
of Minneapolis, Minn., representing the National Trade 
Extension Bureau. During dinner, the delegates and 
guests were entertained by vocal artists. Joseph A. Volk, 
of Milwaukee, acted as toastmaster of the occasion. 


He first called on Harry M. Hart, of Chicago, National 
president, who started out by saying that the heating in- 
dustry seems to lack the respect of those in the heating 
industry. He said, ‘‘We should not only respect it, we 

(Continued on Page 90) 
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The KOHLER ELECTRIC SINK 


—sell it “‘on time’! 


x. new, profitable business just as other plumbers are selling it. 
selling the Kohler Electric Sink on 


convenient terms. The Kohler Time  !hereisnothing complicated about 
Payment Plan makes it easy. the plan of payment. It saves you 
The Kohler Electric Sink is in the Snancial worry; takes of your shoul 


bli W —etaaniaeies ders the bother of making collections. 
aS ae yy... get back all of your cost and dll 
it. People who are planning new 


o are planni but a few dollars of be fone 
houses are considering it. Buildersof ey ee 


as soon as you finish the job. 
apartments or houses to sell or rent 


are keenly interested. With the Kohler Ask your jobber for full particulars 
Time Payment Plan tohelp you, with of this easy way of selling the Kohler 
Kohler advertising backing you up, Electric Sink. Or mail us the coupon 
you can sell this remarkable fixture, below. 












Wis. 
O., Kohler: i 
are Please send us full Sin 
anon ee Kobiyment Plan. 


KOHLER CO, Founded 1873, KOHLER,WIS. 
Shipping Point, Sheboygan .Wis.- Branches in Principal Cities 


‘ uu 
may\the Kobler — 


KOHLEROFKOHL ee 
Lez Plumbing Fixtures 99 \ eee ui 


Don’t fail to attend the National Convention, Minneapolis, June 20th to 24th 























Mention Domestic ENGINEERING when writing advertisers. 
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She Modern Flu shi 





Bridgep 


The modern flush valve is the only really up-to- 
date flushing fixture. It uses less water, takes 
up less space and is far more serviceable than 


the low down tank. It’s a fitting companion to 
the finest bathroom equipment. 


COHE Bridgeport - Keating adjusts 
in less than a minute for the exact 
amount of water required, and installs 
in any position. It contains no rubber to 
wear out and cause leaks. The hydraulic 
principle of operation removes the need 
of frequent part replacement after in- 
stallation. 


Biggest of Bridgeport-Keating features is 
the small range of models suitable for 
every purpose. The push-button 

type, illustrated, is a rugged Brig 


economical design; the oscillat- 
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} Valve 


Installs 
in any 
Position 





AK 


ating 
ing handle model is attractive and con- 
venient for exposed installations, and 
the footcontrol Bridgeport-Keatingis the 
last word in sanitary fixtures. It meets the 


strict requirements of comfort stations, 
hospitals and many industrial plants. 


The Bridgeport - Keating is setting a 
standard for flush valves. It is the result 
of 15 years of flush valve manufacture 
and 60 years of brass making. Back of 
the fixture is the wide experience of the 
Bridgeport Brass Company in plumbing 
goods manufacture. 


There’s a wide open market for the 

Sn ee with sound profit 
and good-will for the plumber 

bort oOnevery job. Ask your jobber 
for further information. 


Write for further data on the Bridgeport-Keating Flush Valve 
—one of the unified line of Bridgeport Brass Products. 


RIDGEPORT BRAS 


FLUSH VALVES ‘TUBULAR PLUMBING GOODS 


b PIPE wre ran GS 


Bridgeport Brass Co., Bridgeport, Conn. 


- New York - 
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Philadelphia - Chicago - Detroit - Cleveland 
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Getting the right 
proportions of 
metals in the 
brass alloy is im- 
portant. Above ix 
a chemist who 
proportions the 
mixes 


This is one of a series of picture stories on 
the Manufacture, Use and Handling of 








Pattern and cast- 
ing for four lav- 
atory faucets 











No. 24 


are of a different type from those shown 
on the board. 
At the upper left of the page is a 








suggestion of the care that must be 








SEPARATING CASTINGS —===I" 


for the removal of the sand cores was described. Fol- 
lowing the molding process, the castings must be cut 
apart. Below is shown an operator with his cutting ma- 
chine, separating the castings. The manner in which they 
are cut is shown on the board at the left of the operator. On 
the board are four faucet castings, also the gates which 


lead the flowing metal from one faucet to the other. The 
gate, or the central piece shown on the board, goes back 
to the scrap pile and eventually is melted and cast into 
faucets. At the lower end of the gate is an egg shaped 
piece of metal, which represents the hole into which the 
metal was poured and by means of which it was led to 


the four faucets. The castings in the hands of the operator 


| N PICTURE Story No. 23 the rattling of faucet castings 








taken in the manufacture of faucets. 
Unless there is the right mixture of 
metals the plumbing trade will hear 
about it sooner or later, and then the complaint will be 
passed on to the faucet maker. 

Probably the feature in the manufacture of faucets most 
difficult to understand is the construction of the pattern. 
For this reason a pattern casting is shown at the upper 
right of this page. On one side of a metal plate are faucets 
in what a sculptor would term half relief. The other half 
of the faucet is on the opposite side of the plate. On one 
side of the plate gates are formed. These are merely 
canals which connect one faucet with another so that four 
or more faucets can be cast in one pouring. The reverse 
side of the pattern has no gates, so the gates are half 
round instead of round, while the faucets are round be- 


cause the faucet patterns stand in relief on both sides. 
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Immediate and ¢éareful attention, 
prompt delivery and continued co- 
operation coupled with a line of 
boilers having over fifty years repu- 
tation for quality and dependability. 


These are definite and substantial 
reasons why a large and growing 
number of heating engineers and con- 
tractors are finding increased profits 
and accumulating valuable good will 
by specifying Gurney Boilers. 


GURNEY HEATER MFG @©MPANY. 


GENERAL OFFICES « BOSTON, MASS. 
93-97 OLIVER ST., FORT HILL SQUARE 
GURNEY HEATER CO., Inc. GURNEY HEATER M’PG CO. GURNEY HEATER CO., Inc. 
New York City Office Richmond Office Office 


a ‘arehouse ene rehouse 
Manly Se. Cor. Anable Ave, CF East Main and Ninth Ste. Cor, 2 tet Stand Washington Ave. 
“ City Richmond, Vs. Philadelphia, Ps. 
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A NEW ONE EVERY WEEK—No. 267 
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Fastidious housewives are 
delighted with the——white 
toilet seat—$ ————- in- 
stalled 


Details “Make the Bathroom 


ODERN sanitary ware is_ beautiful 
enough to make the general effect of the 
bathroom very satisfactory. But the 

critical housewife will look at the details. Is the 
toilet seat worn, its finish gone? Is there a leaky 
faucet in the lavatory or tub? Is the medicine 
cabinet, the towel bars, the glass holder neat— 
in keeping with the fixtures? Give critical atten- 





If you will tion to the bathroom during your spring cleaning 
come in, or : ° ms a 
nc time. We have complete displays and invite your 


we'll be glad inspection. 
to furnish 

you a com- 

plimentary 

copy of “The 

Story of the 

Bath” it 

isn’t adver- 

tising. 


(In this space your Name, 
Telephone, and 
Address) 








Newspaper Merchandising 


EWSPAPER merchandising is necessary to any well-rounded sales 

campaign. The very fact that competitors—both in and out of the 
industry—make use of the newspaper, makes it necessary that you meet 
them on your own ground. We introduce in this week’s copy—and will 
do so from now on—one special item, to be priced by you in running 
the copy. Commence this week with a newspaper campaign—it’s a 
Source of direct sales. Only $4.20 for three months’ service of the Adver- 
tising Editorials. 

Send your order in today. 
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ALES LETTER 
One a Week—No. 104 





Spring housecleaning time is on us—your 
customers will be replacing many things in 
their homes. Call attention to the bath- 


room. 


; 8 sn BRO-W WN 
Plumbing : Heating 


Two Rivers, N. Y., 
April 30, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

The general effect of any bathroom equipped 
with modern sanitary ware is bound to be 
good, indeed. But there are details which 
one looks at with a critical eye—accessories 
which ought to be replaced from time to time. 

The all-white toilet seat has won a great 
deal of popularity with fastidious people—and 
it adds something to the appearance of the 
bathroom in carrying out the sanitary white 
color scheme. Then there are the other ac- 
cessories—the medicine cabinet, the towel 
bars, the glass holders. These need not be 
expensive, but they receive much use and if 
they are showing wear they detract from the 
general good looks of the bathroom. 

We maintain complete displays of bathroom 
accessories as well as fixtures. We invite vis- 
itors. We are glad to have people come in 
and look over our displays and thus to become 
acquainted with the constantly improved type 
of bathroom furniture which we carry. 

While you are planning your spring house 
cleaning we suggest that you give critical at- 
tention to the bathroom; permitting us to 
serve you as the occasion may require. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 125 


F ALL THE qualities of merchandising, none 

is so important as persistence. Even poor 
merchandising, persistently done, draws busi- 
ness. This page contains carefully worked-out 
sales material. If you do not feel you can af- 
ford the Advertising Editorial space, then use 
the Adlet below. It is small, it will be inexpen- 
sive. And it carries the same merchandising 
ideas as the bigger newspaper advertisement. 
Just copy out the one below, add your name, 
telephone and address and hand it to your local 
newspaper. 


A White Toilet Seat 


Will tone up the whole bathroom. 
Remove the worn seat and substitute an 
all-white seat in the interests of ap- 
pearance and sanitation. 
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THE LARGEST MANUFACTURERS OF TOILET SEATS IN THE WORLD 
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NEVER-SPLIT ‘‘Perma-White”’ ———— NEVER-SPLIT ‘‘Coloro”’ 


No. 1025 [Sheet Pyralin Covered] Series No. 1200 
Already These Beautiful New Seats Have Proved 
Their Great Profit Producing Abilities 


These new seats are covered with extra-heavy, 
velvety smooth sheet-pyralin—snowy white in the 
“Perma-White’’; a wide variety of colors in the 














From plumbing stores all over the country come 
enthusiastic reports. Never Split “Perma White” 
and “Coloro” Seats are great sellers—great profit 


makers! 

And no wonder! Look 
at the beautiful seat pic- 
tured here. What cus- 
tomer would look further 
for elegance and grace and 
refinement? Befitting the 
most luxuriously ap- 
pointed bathroom — yet 





in 






“Coloro.” Welded by a 
patented process this sheet 
pyralin becomes an inte- 
gral part of the seat itself. 
Its flawless, highly buffed 
surface is easily cleansed 
with hot or cold water and 
soap. Absolutely guar- 





anteed not to peel, crack 
or discolor. Fittings cor- 
respond in excellence 
throughout. Madeina 
variety of sizes and models 
to fit any bowl. 





perfectly correct for less 
pretentious installations. 
And for effective new 





Everlasting Hard Rubber 
These beautiful Never- 


Seats 
Split ‘“Evernu’”’ hard rub- 


bathroom decoration ber seats are the ideal specifications where hard 

bra = usage is to be expected and long-term economy 
schemes, the Coloro is important. Molded in one piece, by the pat- 
seats—any tint or cclor ented Evernu process. Hollow center provides 


* ° ° unusual lightness and strength. Lustrous 
combination desired. buffed surface, either black or mahogany, 


can be cleansed with dilute alcohol without 
injury. Guaranteed not to warp, chip 
2) or crack. 


Samples and our trade building service sent on request. Be sure you have our new 
catalogs on the Never-Split complete line. Write today. 

















THE NEVER SPLIT,SEAT COMPANY, Founded 1905, Dept. 24, Evansville, Ind., U. S. A. 


NEVER-SPLIT SEATS 


**Coloro” White “Duco” Varnished Wood 
Tinted Sheet Pyralin Sprayed Pyralin Patented Construction 


*Evernu” 


Hard Rubber 


**Perma- White” 
Sheet Pyralin 
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towns referred to: 


In this article, the plumbing practice in forty cities, towns and localities is given as typical of the practice 
in various groups. These practices are analyzed and commented upon. The following are the typical cities and 


Ambridge, Pa., Barberton, Ohio, Bennettsville, S. C., Bound Brook, N. J., Brownwood, Tex., Charlotte- 
ville, Va., Coronado, Calif., Corsicana, Tex., Davidson County, Tenn., Flagstaff, Ariz., Fort Worth, Tex., Fullerton, 
Calif., Fulton, Ky., Hibbing, Minn., Highland Park, III., Hillboro, Tex., Huntington, W. Va., Iron Mountain, 
Mich., Kansas City, Kans., Kellogg, Idaho, Kewanee, Ill., Kingston, Pa., Manhattan, Kans., New Orleans, La., 
Norfolk, Nebr., Oklahoma City, Okla., Orange, Calif., Palo Alto, Calif., Passaic, N. J., Port Angeles, Wash., Phoenix, 
Ariz., Sedalia, Mo., Scarsdale, N. Y., Scotia, N. Y., Seguin, Tex., Ventura, Calif., Wauwatosa, Wisc., Weather- 
ford, Tex., West Palm Beach, Fla., Zanesville, Ohio. 
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Small City Plumbing Practice 


that we are endeavoring 

to carry on through the 
medium of these articles, it 
has been a very pleasing 
thing to note the great in- 
terest that a very large 
number of plumbing inspec- 
tors have been taking. 


Perhaps a chief reason 
with us for being pleased at 
the backing we have re- 
ceived from the plumbing 
inspectors is that we feel 
they are in the position of 
greatest influence in the 
shaping of the plumbing 
practice of the country, and 
to know that they are will- 
ing to put time and thought 
into the cause, outside their 
regular sphere of work, is 
cause for gratitude. 


Several months ago two 
drawing problems that we 
submitted, brought response 
from a large number of 
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” Fig. 8 





plumbing inspectors, and the 
replies to one of the prob- 
lems we propose to make 
the basis of this article. 

A large percentage of the 
drawings received were from 
plumbing inspectors of small 
towns, and we were glad to 
have it this way, for the 
practice of the large cities 
is generally better governed 
and safeguarded than that 
of the small towns, and what 
is being done in the large 
cities is more widely known 
than the work of the smaller 
places. 

That practice in large 
cities is generally of a higher 
type than that of small 
towns is perhaps emphasized 
by the drawings that we 
show. Many of the smaller 
communities may be under 
plumbing inspection and per- 
haps have no_ established 
code. It is such cases as these 
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Fig. 9 Fig. 10 


that we greatly desire to help, and if we were able to get 
first-hand evidence we have no doubt hundreds of instances 
of need of assistance in establishing better plumbing, would 
be brought to light. In this connection we might say that 
much correspondence that has come to us from the small 
towns, shows that the Hoover Code is proving a great 
blessing to many of them. We fully believe that as time 
goes on a very large number of the smaller towns are 
going to turn to the Hoover Code, and this tendency is 
going to be one of the factors in bringing about something 


akin to universal plumbing practice. 

We are unable to give up space to separate drawings 
for each city and town, but have divided them into groups, 
and will let a single drawing represent the drawings sub- 
mitted by several communities. We do not want to give 
the impression that each city or town has put its O.K. on 
each small detail shown in the drawing, but that the 


drawing is generally representative. 

Fig. 1 shows the problem. This drawing contains many 
mistakes in general plumbing practice, and the corrected 
drawings that we show are supposed to show the errors 
corrected according to the codes of the various towns from 
which they came. 

In Fig. 2 is shown the Zanesville, Ohio, drawing, which 
is typical of those from Weatherford, Tex., Charlottesville, 
Va., Iron Mountain, Mich., Fort Worth, Tex., and Wau- 
watosa, Wis. This drawing seems very well laid out. 
The venting is especially well arranged. Venting of the 
slop sink on the top floor is not necessary, as it is amply 
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Fig. 11 


eared for by the stack, as indicated on _ sketch. 

The Charlottesville drawing shows the basement water 
closets vented from the lead bends, the arrangement being 
as shown in Fig. 3. As here shown, with the two vents 
connected together below the floor, either fixture can 
waste through its own vent and the vent of the other. 
The only way to prevent this result is to carry the in- 
dividual vents above the fixtures before connecting them 
together. 

Another case of connecting a vent too low is seen in 
the Iron Mountain drawing. The three basement lava- 
tories are served by a single trap, and the vent enters 
the vent stack so low that waste will pass through it. We 
very much prefer a separate trap for each fixture, but very 
well know that many plumbing codes allow the use of 
one trap for an entire battery of lavatories. 

The Wauwatosa drawing shows the basement connec- 
tions seen in Fig. 5. A note accompanying the drawing 
says in part,—“The urinals as shown in the basement in- 
stallation are not vented, for the reason that they are 
far enough removed from the base of the soil stack to 
be free from the danger of siphonage.’’ This may be true, 
but we feel that it would be safer to use a vent connecting 
at X and rising into the horizontal loop vent. The venting 
of the three lavatories is wrong. As shown, one of them 
is double-trapped and another is triple-trapped. With 
the fixtures thus trapped, the vent does not vent. The 
proper method is given in Fig. 6. Z 

Fig. 9, which is from Kingston, Pa., also represents the 
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DOMESTIC ENGINEERING 


IN THE FINEST 


@ 066s 


FroR such buildings as the 
home of our President and 
the Municipal Building of New 
York City, only those plumbing 
fixtures of the finest appearance 
and durability can be used. 


The Peck Bros. & Company 


have supplied plumbing fixtures 
for these and for the nation’s 
| ending residences, clubs, hotels, 
apartments and commercial 
buildings for 71 years. ©~ ~© ©& 


All Peck fixtures can be furnished 
in Crodon finish if desired. 
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Cfour Big Reasons 
v CHICAGO FAUCETS 


Every Chicago Faucet has 


a standardized, renewable 
working unit no bigger than 
your thumb. 





















This unit can be removed 
for cleaning or minor re- 
pair as easily as you take 
an electric bulb from its 
socket. 








All wearing parts—“seat” 
as well as washer—are re- 
placeable—quickly, easily, at 
the cost of a few cents. 





Any Chicago Faucet can " 

be made self-closing in : é — — 

two minutes simply by ia mm ee ep 

changing the unit. ay fil a 
sat 





Chicago Faucets have solved the leak problem in thousands 


os ae QUATURN a 
of buildings. They have also solved the replacement problem, unt COT 


for they are good for the life of the building. — 


When you sell Chicago Faucets, you are performing a genuine 
service to your customers—and they appreciate it. Write for 
our new D Catalog illustrating many fine new designs. 


THE CHICAGO FAUCET CoO. 
2700-22 N. Crawford Ave., Chicago, Ill. 


CHICAGG 
FAUCETS 
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Fig. 15 Fig. 16 Fig. 17 


general idea of the layouts from Bennetts- 
ville, S. C., Kewanee, Ill., Manhattan, Kans., 


ever, which need rectifying, and a change 
to a better method can very easily be made. 


= 








and Sedalia, Mo. Biraach In Fig. 7 we show the work in the base- 

It will be noted that while the lines of vent ment, which includes the features men- 
water closets are supplied with circuit vents, tioned. Crown venting as shown in Fig. 
other fixtures have crown vents. As a mat- 9 is now considered very poor practice, and 
ter of fact, the drawings received on this Fresh Air Inlet has been so considered for many years, but 
problem tend to show the use of crown vents through ine the crown venting of Fig. 8 is even more 
to be rather more general than we had sup- to be criticized, for the vents are taken 
posed. It is not a difficult matter for the i off the traps flat, leaving every opportunity 
plumbing department of a town to turn r — Broench for the waste to slop into the vent and in 
from crown vents to continuous vents, and | vent a short time close it and make it absolutely 





we are much in hope that one of the benefits -. 


useless. Continuous venting is the only 








coming from such an article as this will be an 


this very change in practice. — Fig. 18 


All but the Bennettsville drawing show 
two vent stacks at the left, whereas only one is necessary, 
as shown in Fig. 2. 

Bennettsville allows the use of non-siphon traps with- 
out venting. 

Sedalia shows a very good method of local venting a 
line of urinals into a vent chamber back of the urinals, 
as seen in our little sketch, Fig. 7. 

A drawing showing the work as done in Davidson 
County, Tennessee, outside of Nashville, is very much 
like Fig. 9. It shows several defects in venting, how- 
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remedy, and one that is easily applied. The 
urinals and water closets are so vented that 
waste can flow through the vents, even- 
tually clogging them. As in the case of Fig. 3, each 
separate vent should rise above the fixture before being 
joined to another vent. The vent stack X should return 
into its soil stack, rather than end in a fixture vent, for 
there is no way to wash the foot of this vent stack, and 
scale and rust will be very likely to close the opening or 
greatly reduce it in time. 

We want to say at this point, that our criticisms are 
not made just for the sake of criticizing, but in order 
that they may lead to better plumbing, and we feel sure 
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Fig. 19 
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Replace old toilets 
with this more comfortable and 
— — sanitary kind 


embodying the most im- 
portant improvement 
since the introduction 


of the silent toilet. 

























































i eee declare that a cramped, con- 
strained position on the toilet is likely to 
hinder proper bowel-action, and so induce acon- 
stipated condition. Toilets with small seat open- 


ings prevent a free, comfortable, natural attitude. 


Durock Toilets with elongated bowls and seats 
are a great advance over ordinary toilets with 
short, round bowls and seats. They are more 
healthful, more comfortable, and more sanitary. 


These bowls and seats are from 3 to 4 inches 
longer than those in old-fashioned, conventional 
toilets—and the water-surface within the bowl 
is correspondingly increased in area. (See 
illustrations.) 














This diagram shows the ( ( 


comparative size and shape 


2 )U )) Durock Toilets with this valuable new feature 


are made in several styles, with a range of prices 





of the ordinary toilet bowl © —\—+-“ si to meet various requirements. All have Durock 
rane ie tanks as well as bowls, and white celluloid- 
~— surfaced seats with covers. 


nary toilet seat in compat- 
ison with a Durock toilet 


t. Not ings. ' . , 
we sat iaied There are many home-owners in your territory who 


would be glad to have their old-fashioned toilet replaced 

' by one of the five Maddock models with elongated 

Tell your customers of the slight extra cost bowl-and-seat, if you will tell them how little it costs. 
for much extra value 


If l t t the extra cost of a 
Skddadk glengend wenbonbonnaatle: + ta are sure to THOMAS MADDOCK’S SONS COMPANY 


guess too high—and you lose a quality sale. But when you . , : 
tell them how little the elongated bowl costs over the Oldest Sanitary Potters in America 
ordinary type, it makes the job of salesmanship an easy Trenton, New Jersey 


one. So, make a point of the price. 


MADDOCK 


THOMAS MADDOCK’S SONS CO., Trenton, N. J. 


This booklet, “The Two Vitally Important Fixtures in the Bathroom”, also illustrated letter, will help you tell your pros 
pects about Durock Toilets and Lavatories. Attach this coupon to your letter or billhead and mail to us for copies 
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therefore, that no one will even take offense. As a matter 


of fact, it seems to us that this picking to pieces of these 
various drawings is one of the finest educational methods 
that we know of. 

Fig. 10 shows the way this work would be installed in 
Barberton, O. The general plan is good, but the handling 
of the lavatories is open to improvement. These fixtures 
do not seem to be vented, and so far as we know, there 
is no more reason for allowing a lavatory to be installed 
without a vent than any other fixture. While some plumb- 
ing codes allow several lavatories to be served by a single 
trap, the best practice calls for a trap under each fixture. 
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Fig. 22 


This also applies to the two basement sinks. The main 
vent stack should return into the soil stack, as pointed 
out in connection with Fig. 8. 


A GOOD LAYOUT FROM PASSAIC 
ASSAIC, N. J., sends us a good layout, shown in Fig. 
11. The best practice calls for a separate trap under 
each lavatory. To be correctly vented, the three urinals 
on the second floor should have a loop or circuit vent, 
taken off between the last two fixtures. 

A drawing from Norfolk, Nebr., appears in Fig. 12, and 
also closely represents the Brownwood, Texas, drawing. 

Both these drawings show crown vents clearly, but a 
note with each states that continuous venting is de- 
manded. This apparent contradiction leads us to believe 
that there may be others of the drawings submitted which 
are in this same situation. 

The Brownwood drawing shows the top floor water 
closets vented from the lead bends and the second floor 
closets with a loop vent; why the distinction we do not 
just see. 

Both drawings show the horizontal soil line on the top 
floor connecting into the vent stack without rising above 
the fixtures. The latter is the correct method, as in 
Fig. 11. Both drawings show two vent stacks at the left, 
whereas one, as in Fig. 11, is correct. 

A note states that in Norfolk no top floor water closets 
are required to be vented. That is a wise provision when 
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the water closet is close to a stack, but not in the present 
instance, where there is a line of five. The square bends 
shown in both drawings on the water closet vents, prevent 
proper drainage of these vents. They should connect into 
the bends with a sharp pitch. 

Fig. 13 gives the Bound Brook, N. J., plan of doing 
this work, and the Seguin, Texas, drawing is practically 
identical. It will be noted that there is no venting except 
for the water closets. The circuit vent which serves the 
water closets cannot by any method of arguing be said 
to vent the lavatories and urinals. To break siphonic 
action, it is necessary to bring air into the trap as accom- 
plished by the continuous vent. When admitted at the 
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Fig. 23 














foot of the outlet leg of an S trap, it is entirely incapable 
of doing this thing. It is a fact, however, that several of 
our large cities are using this very method, and naturally 
the small towns in the vicinity of these cities follow suit. 
It is possible that non-siphon traps are called for, which 
of course would help some. Hach lavatory and each 
urinal should be separately trapped. 

The Scotia, N. Y., drawing is practically the same as 
Fig. 13, but all traps must be non-sipkhon. 

Fig. 14 shows the drawing from Fullerton, Calif., and 
with minor differences it is typical of the drawings from 
Merced, Calif., Oklahoma City, Okla., New Orleans, La., 
Flagstaff, Ariz., Highland Park, Ill., Scarsdale N. Y., Corsi- 
cana, Texas, and Orange, Calif. 

With the work shown in Fig. 14, there is no criticism; 
it represents a good substantial type of plumbing. Per- 
sonally we believe that circuit venting would be efficient 
and effect a saving in cost, and that other savings might 
be made by using unit vents, but with the general sanitary 
excellence of the work there is no fault to be found. 

* Kansas City, Kans., and Port Angeles, Wash., show 
practically the same layout as Fig. 14, except that crown 
vents seem to be used instead of continuous vents. 

The Kansas City drawing shows an unusual connection 
for the fresh air inlet used in connection with the main 
trap. We show this in Fig. 18. The inlet is not only 
carried up through the roof, which is somewhat unusual, 
but vent lines on the different floors branch into it. 
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Fig. 15 shows the method of making connections O.K.’d 
by Ventura, Calif., Kellogg, Idaho, and Palo Alto, Calif., 
which are very similar.. These drawings seem to overlook 
the fact that the stack at the left is a vent stack, and 
that branch vents can connect into it without the necessity 
of running another vent stack. The venting is crown 
venting. The three groups of urinals and lavatories which 
are served by a single trap in the original drawing, are 
shown in the same shape in these drawings. While so 
shown, however, we note that in each case the line of 
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Fig. 24 
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lavatories on the top floor is served by separate traps. 
The latter is much the better method. 

Fig. 16 shows the Hillsboro, Texas, method of connec- 
tions. The chief criticism here is the connection of indi- 
vidual vents together below the floor line, just as seen in 

The error is to be noted not only in con- 
the water closets but with the basement 
urinals and sinks. When this happens a very bad condi- 
tion results, owing to the fact that the vents become 
fouled and soon close up altogether. 

Fig. 17, from Fulton, Ky., shows considerable need of 
better plumbing conditions. There is no venting what- 
ever, and this is an essential thing. 

Ambridge, Pa., sends us Fig. 19. Here circuit venting 
is applied wherever possible. The worst thing about the 
work is the use of crown vents. The vent for the group 
of lavatories on the second floor need not rise to the fioor 
above, but could be connected on its own floor, to the 
vent stack. The venting for the basement sinks could be 
improved by connecting the vent stack into the soil stack, 
and taking the square bends out of the sink vents. 

Fig. 20, showing work as done in Coronado, Calif., 
shows some interesting features. The vent stack at the 
right could have been carried close to the soil stack, 
thereby saving a roof opening and handling the venting 


to greater advantage. It will be noted that a drip is pro- 


Figs. 3 and 9. 
nection with 


vided for the bottom of the vent stack. This would be not 
only entirely unnecessary, but would create a by-pass giv- 
ing direct communication between the basement and the 
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sewer. The type of venting used brings the vent connec- 
tion well down on the outlet leg of the trap, where the 
vent opening is sure to quickly close up with grease, 
lint, etc. The top floor water closets as connected can 
flush through the vent stack. The circuit vent should 
rise above the fixtures before connecting into the stack. 
There is no need for two vent stacks at the left. The 
four lavatories on the top floor are unvented. It must not 
be supposed that the circuit vent in any way vents these 
lavatories. 

Figs. 21, 22, 23 and 24 handle the problem by dividing 
the fixtures differently from the other drawings, making 
use of a soil stack at the left. 

These drawings are from West Palm Beach, Fla., Hib- 
bing, Minn., Huntington, W. Va., and Phoenix, Ariz., re- 
spectively. 

Fig. 21 is very well done, although we think there is 
some superfluous venting on the group of water closets 
on the second floor. 

About the only criticism we have to make on Fig. 22 
concerns the water closet vents and the urinal vents. In 
both cases the vents should have a sharp pitch, in order 
to drain out scale, sediment, etc. The urinal vents should 
be of the continuous type, as in Fig. 14, or of the circuit 
type as in Fig. 21. 

Concerning Fig. 23, the criticism made of crown vents 
for the urinals in Fig. 22 applies here. We are much in 
favor of a separate trap for each lavatory, although the 
method here shown is in quite common use. 

In Fig. 24 circuit venting is well applied, and might 
have been applied to the basement water closets also. 
What we have said concerning separate trapping of lava- 
tories and square bends on water closet vents applies here. 

The drawings we have shown in this article seem to 
have been subject to considerable criticism, more in fact, 
than we really looked for. We hope, however, that these 
very criticisms may be the means of leading to improved 
conditions. As we have observed time and time again, 
the point where there is the greatest confusion is in the 
venting. Many times the shifting over from a wrong 
practice to correct practice is not a difficult thing at all, 
and often not an expensive change; all that is really 
needed is a little conscientious study. 





GREENSBORO, N. C., ASSOCIATION FORMED 

Master plumbers of Greensboro, N. C., have organized 
a local association, with Herbert Benner, of the Howerton- 
Benner Co., as president; E. M. Hardy, vice president; and 
Harry G. Biddell, secretary-treasurer. J. C. Little, field 
secretary for the North Carolina Association of Plumbing 
and Heating Contractors, was instrumental in organizing 
the new association. 





BALTIMORE ASSOCIATION WORKS FOR LIEN LAW 

Liens on building materials in Baltimore will be re- 
stored, as soon as Governor Ritchie signs a bill passed 
by the General Assembly of Maryland authorizing such 
restoration. As the measure was passed by a clear ma- 
jority of administration votes, no difficulty is anticipated 
to the signing. Active in the fight for the bill, which met 
with much opposition in the Senate, was the Maryland 
Master Plumbers’ Association. Several other plumbing 
trade associations and numerous allied organizations, 
headed by the Builders’ Exchange, were also engaged in 
the fight for the bill. A committee appointed by the 
Maryland Master Plumbers’ Association was influential in 
securing its passage. This committee was composed of 
John W. Clark, executive secretary, August V. Kidman, 
chairman, and Frank J. Knell. 

The bill, when signed and in force, will subject all build- 
ings in Baltimore city to lien for materials furnished. 
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HE toilet seats requirements of a special 
market, that is an enormous market, are better 
filled by this new Church Sani-Black Seat than 
any other toilet seat made. This Sani-Black Seat 
has been especially designed and constructed to 
fill each and every requirement of this special 


market. 
Note the cross-section of the Sani-Black Seat 


shown above. The core is built up with cross- 
grained layers of wood and sheet rubber. The 








No. 19 


TuereE is absolutely no exposed metal 
anywhere, top or bottom or back, when 
this seat is installed. No screws are used 
in attaching hinges to seat. These hinges 
are black in color. But the black is not a 
surface finish. It is a thick, hard, black 


composition molded over a brass core. 
There is nothing to wear off. You can’t 
even smash it off with a hammer. It 
requires no polishing which means a big 
saving to the owner. 


Think how a seat with all these exclusive 
features will sell. 











Churc: i 
sani-black ears | 


LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 











Mention Domestic ENGINEERING when writing advertisers. 


Special Construction 
for a special MARKET 


wood plies in the core are surrounded with rub- 
ber which gives a permanent seal to each ply. 
[his makes it absolutely non-warping. 


The outside is a hard composition completely en- 
casing the laminated core and is produced under 
approximately roo tons of hydraulic pressure, 
making a compact, homogeneous unit. This 
gives the seat full protection against moisture, 
atmospheric or climatic conditions and abuse. 
There are no joints anywhere in the seat or cov- 
ering. There is no finish to wear off. 


GUARANTEED 
for the life of any building 


Tuts special construction makes the Church Sani- 
Black Seat sanitary, light, neat and indestruc- 
tible. It makes it possible to unconditionally 
guarantee it never to break, splinter, chip, craze, 
crack or wear out—but to last for the life of any 
building in which it is installed. 


This special construction makes the Church Sani- 
Black Seat unequalled for that enormous market 
made up of Factories, Office Buildings, Public 
Buildings, Comfort and Railroad Stations, 
Schools, Stadiums, Locker Rooms, Department 
Stores and Steamships—in fact any place where 
abuse must be expected. 


Great merchandising and advertising efforts are 
being put behind Church Sani-Black Seats to 
open up this special Black Seat market for 
plumbing dealers. This is a profit opportunity 
that is well worth looking into. Send coupon 
today for a cross-section of a Church Sani-Black 
Seat and full information. C. F. Church Mfg. 
Co. Dept. S-29, Holyoke, Mass. 


C. F. CHURCH MFG. CO., Dept. S-29, Holyoke, Mass. 
Gentlemen: Kindly send me a cross-section and com- 
plete information on your full line of Sani-Black Seats. 

Name. 

Street ; 

Ga iia tints . aide State .. 

My wholesaler is .. 






































DOMESTIC ENGINEERING April 30, 1927 

















9 Practical 


eno Cwows 


LOAN Royal Flush 

Valves have been 
in practical use for 20 
years. Over a million 
are in use today. Only 
a practical flush valve 
can withstand the hard- 
est of all tests — Time. 




















SLOAN VALVE CO. 


Albany, N. Y. Butte, Mont. Des Moines, lowa pom Fla Milwaukee, Wis New York City, N.Y. Seattle, Wash 
Atlanta, Ga. Cincinnati, Ohio Detroit, Mich. <ansas City, Mo. Minneapolis, Minn. Oklahoma City, Okla. St. Louis, Mo 
Baltimore, Md. Cleveland, Ohio Durham, Conn. Los Angeles, Cal. Nashville, Tenn. Philadelphia, Pa. Tampa, Fla. ' 
Boston, Mass. Dallas, Texas Fort Wayne, Ind. Memphis, Tenn. Newark, N. a. Pittsburgh, Pa. Washington, D.C. 
Buffalo, N. Y. Denver, Colo. Indianaoplis, Ind. Miami, Fla New Orleans, La. San Francisco, Cal. Richmond, Va 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


While records of the volume of distribution of plumbing 
and heating materials for the month of April will show 
increases in most lines over last month and indicate, by 
their improvement, that the new building season is slowly 
gaining momentum, reports from many sources show that 
the last week in itself did not measure up to the week 
before. A number of manufacturers experienced a tempor- 
ary let-up in orders received, others stated that there 
was no change and only a few reported a quickening in 
the buying of their customers. 

A review of former years at this time, however, shows 
that this is not an unusual situation. It is still a little 
early for the extensive building program planned to get 
in to full stride, and, until it is, reports are apt to show 
a spottiness. At such a time, therefore, the indices which 
count are those which indicate what can be expected, and 
on that basis the future has lost none of its brightness. 
Wholesalers are being asked for quotations in large and 
increasing numbers, and these inquiries are more and 
more frequently in the last few days becoming orders. 
Chicago’s building permits totaled over twelve million 
dollars last week and are ahead of last year by a wide 
margin. Architects have a number of projects on their 
boards. 

A manufacturer of plumbing and steam specialties in 
New England just returned from an extended business 
trip covering all the southern states down to Florida, in 
which he paid particular attention to business conditions 
in that section of the country. During the eight or nine 
weeks he was in that territory he was able to note a very 
material improvement. Real estate values increased and 
the general building program improved in many cities to 
a point where the general feeling is much more optimistic 
now than it was two months ago. 


In the meantime, a substantial volume is being sustained 
by current requirements, usually represented in frequent, 
small-sized orders. Because of the ease with which jobbers 
can secure material in a hurry, either from local ware- 
houses or on direct shipments, few are building their 
stocks beyond a well-assorted, workable minimum. 

One range boiler manufacturer issued a new price sheet 
last week, which brought his quotations to the figures 
established by several others last February. With that 
exception, manufacturers’ prices were unchanged during 
the week. Wholesalers’ prices showed no gain in strength. 

Soil Pipe 

Foundry order books continue to show that the bulk 
of the business being placed is in small orders and mixed 
car lots, although one representative referred to an oc- 
casional straight car order as evidence that the gradual 
improvement reported in the last several weeks is grow- 
ing. At the same time, reports from different foundries 
vary, some stating that tonnage is not increasing and 
pointing to large stocks and curtailed production at sources 
as indicative of little change in the week to week business, 
while others are running full week schedules and not piling 
stocks. There seemed to be a slight lull in business dur- 
ing the last week, but this was regarded as temporary and 
not as an indication of a change in the general upward 
trend. Prices were unchanged during the week, foundry 
sheets remaining the same since February, 1926. Reports 
have it that wholesalers’ quotations are very close. 

Steel Pipe 

Wholesalers continue to buy sparingly, according to 
reports of the past week. Their stocks are not being built 
beyond current consumption requirements, but the order- 
ing necessary to keep them assorted and abreast of the 
trade’s demands is running shipments from the mills in 
to seasonally normal size. Mills can ship promptly from 
generally complete stocks. Prices are firm and unchanged. 





aang from various jobbing centers this week 
.% almost unanimously mention some slowness in 
the rate at which the active season is opening. Cur- 
rent volume is well sustained, but, in light of the 
known needs indicated by building statistics and con- 
sidering the large number of requests for quotations, 
the fact that specifications and shipments of plumbing 
and heating goods are not of greater size is notice- 
able. However, with the exception of New York 
where labor difficulties loom as a distinct check to 
activity, there is no cloud on the horizon and the very 
near future should see the industry going at a fast 
clip. And any slowness noted last week is temporary 
even for this time, as indications are that records for 





HESITATION IS STILL APPARENT IN UPWARD TREND 


the entire month of April will show that it was a 
period of generally expanding activity. 

Quick deliveries are possible in all lines, and whole- 
salers continue to take advantage of this fact by not 
building their stocks beyond a well assorted, work- 
able minimum. As for prices, the only development 
last week among the manufacturers was a new sheet 
issued by one range boiler producer, announcing an 
advance to figures established by several other makers 
in February. Most Southern California jobbers re- 
duced prices 5 per cent on butt-weld sizes of steel 
pipe for out of stock delivery. On May 1 the usual 
period price advance in boilers and radiators is 
scheduled. 
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Plumbing Fixtures of enduring quality 
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United Built-in Bath and 
Shower Fixture with Divert- 
ing Valve No. 285Awith No. 
242 Shower Arm, ball joint 
and head, and Automatic 
Waste No. 345. Perfect con- 
trol of tub and shower 
flow with only two valves. 























Where America’s playgrounds, Summer and 
Winter, are being developed, you'll find 
faster Plumbers making sure of the future 
comfort and service of their customers with 


the enduring quality of UNITED Fixtures. 


a THE UNITED-OBERNDORF CORP., CLEVELAND, OHIO 


nickel plated 
Combination Lav- 
atory Fixture 
Finest vitreous 


china valve and ‘ 
waste handles 

and escutcheons, 

nickel plated 

nozzle. 


TRADE MARK REG. IN U. S. PAT. OFF. 
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Wrought Iron Pipe 

Business in wrought iron pipe is described as satisfac- 
tory in tonnage and steady in the manner in which whole- 
salers are buying. Stocks are being maintained at mini- 
mum levels, but they are well assorted and no difficulty 
is experienced in meeting demands. Mill prices are firm 
and unchanged. 

Enameled Ware 

March shipments of enameled sanitary ware, as reported 
to the Department of Commerce by the 21 manufacturers 
who comprise the entire industry, totaled 380,774 pieces, 
as compared with 314,494 pieces in February and 401,- 
575 pieces in March, 1926. Stocks on hand at the end 
of March totaled 909,536 pieces, as compared to 881,508 
pieces at the end of March, 1926. It is evident, from these 
figures, that shipments have been gradually increasing this 
year, although they are under those of last year, and 
reports of the week would indicate that in the Chicago 
territory the call for enameled ware was steady and grow- 
ing very slightly. Buying has not changed from the pre- 
vailing policy of ordering only to cover resales, and the 
above figures are evidence that prompt deliveries should 
be available. Prices of manufacturers have not changed. 

Pottery 

No new developments were evident during the last week 
in the pottery market. With most jobbers no longer hav- 
ing old specifications to release, current movements are 
on new orders. These are of a size only sufficient to meet 
actual requirements, with the total volume amounting 
to nice figures when a week’s business is checked up. 
Specials are in good demand. There is a good supply of 
staples for quick delivery as needed. Prices have not 
changed. 

Range Boilers 

No great life is reported in range boiler buying, alr 
though there is a steady call for this commodity to take 
care of immediate needs. Jobbers’ stocks are low, it being 
possible to obtain quick deliveries from warehouse in- 
ventories. One manufacturer raised his prices during the 
week and his quotations now conform with the 5 per 
cent advance made by other manufacturers last February. 

Plumbers’ Brass Goods 

There were reports of a noticeable spurt in tubular 
goods buying during the week, orders being more numer- 
ous and for larger quantities. To those makers who did 
not experience the same increase came the usual steady 
demand for small-sized lots which, in the aggregate, 
represent a gradual upward trend. Cast brass goods 
moved in about the same volume as during the previous 
week, with buying of both types of products continuing 
on an immediate needs basis. Ample supplies at factories 
make possible prompt shipments. No new sheets were 
issued during.the week, and reports of close prices being 
offered, particularly in the tubular line, continued. 

Boilers and Radiators 

Considerable April 30 shipment business continued to 
reach manufacturers during the last week, the trade 
evidently having work in sight to warrant placing a good 
volume of orders in time to save the period price advance, 
scheduled for May 1. Volume of orders and shipments 
compares favorably with that of last year at this time. 
Prompt deliveries are possible, according to manufac- 
turers. Base prices continued unchanged. 





The Town of Groveland, Mass., has voted an appro- 
Priation of $100,000 to be used for the early construction 
of a new high school. 

Maurice E. Levy, 7 Water street, Boston, Mass., is pre- 
paring plans for a 3-story brick and stone apartment 
house, 60x200 ft., to be built at Longwood avenue and 
St. Paul streets, Brookline, Mass. 
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NEW YORK 


While statistics on building activity in the Metropolitan 
area show spottiness in the various boroughs, it is gen- 
erally agreed that as a whole the year thus far is giving 
a good account of itself, even though construction in one 
borough has been greatly handicapped during the month 
by labor difficulties. Some of the most authoritative build- 
ing analyses agree that construction is absorbing about 
all of the various building materials that can be produced. 
This, of course, includes bookings for future delivery as 
well as delivered materials. In this, too, there is a vari- 
ance in that some producers are away ahead on shipments 


and behind last year’s bookings, while others state that 


their deliveries are behind but that they have booked 
ahead a larger volume. However, in either case, business 
is going ahead at a good pace. 

Jobbers as a whole seem to be exercising greater care 
in committing themselves, as the uncertainty of the dif- 
ferences between master plumbers and journeymen looms 
as a factor which is likely to spread throughout Greater 
New York. They are, however, steadily replacing their 
stocks as consumption depletes them. This is giving manu- 
facturers a good tonnage on which excellent delivery serv- 
ice is being maintained. 

Another of the range boiler manufacturers has dis- 
tributed a new sheet advancing prices approximately five 
per cent on thirty and forty gallon sizes. One manufac- 
turer of gate and air valves also reported a five per cent 
advance on those commodities during the week. 

Soil Pipe 

Manufacturers serving the New York territory are look- 
ing for a substantial increase in demand for soil pipe as 
soon as the existing labor situation is cleared up, which 
has caused a noticeable falling off during the past few 
weeks. 

From outside of New York proper, though, orders ag- 
gregating a good tonnage are being received. Small- 
sized orders are frequent and are intended to revive stocks 
as they are reduced by the requirements of plumbing con- 
tractors. Shipments are being made as needed. Prices 
remain unchanged. 

Steel Pipe 

The month seems to be a little off where demand is con- 
cerned when compared with last April. But the fact that 
the fourth month of 1926 was a banner one, when con- 
sidered, gives the steel pipe sales thus far a position that 
is not unfavorable. Outlying districts are accounting for 
a good tonnage as building activity is getting well under 
way. Jobbers are maintaining their stocks at a level that 
will permit their keeping abreast of their trade’s demands. 
Shipments are forwarded promptly. Prices remain un- 


changed. 


Wrought Iron Pipe 
Mill production continues at a rate only a little under 


the pace which usually obtains when at its height. Sub- 
stantial stocks are being assembled in anticipation of 
wholesalers’ requirements. The week experienced a slight 
slowing up in demand but earlier sales will undoubtedly 
give the month a good position. Stocks at sources are in 
good shape both as to quantities and assortments; con- 
sequently, orders are forwarded promptly. No change has 
been made in prices. 
Enameled Ware 

Jobbers, taken collectively, are disposing of a good 
amount of ware and their buying continues to be confined 
to near-by requirements rather than for any degree of 
stock carrying. Plumbing contractors in outlying sections 
are in the market for a larger amount of enameled fix- 
tures than ever before this year. Manufacturers’ ware- 
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The om ie 
J the Bath 


ROTARIAN “GEORGE” McCRARY 


sneeeencsiicenn stant 
neem 


Here's the way “Rotarian George McCrary” gave 
THE STORY OF THE BATH 


to Birmingham ‘Rotarians 


~~ his compliments, “‘Rotarian 
George McCrary”, of Birmingham, 
Ala., gave to his fellow Rotarians a copy 


of this little booklet which has done so 
much to educate the public as to the 


vital importance of the plumbing indus- 
try. If you want to put your industry 
on the map with your fellow Rotarians, 
Kiwanis, Lions, Boosters, etc., arrange 


to distribute ‘“The Story of the Bath” at 


one of your luncheons. It will be inexpen- 
sive—and will yield splendid publicity. 


Ask for a free copy of “The 
Story of the Bath’ pf you'll 
see why Mr. McCrary gave it out 


DOMESTIC aitiaesmitiagex so: 


1900 PRAIRIE AVE. CHICAGO, ILL. 
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house stocks are in such shape that immediate shipment 
requests of most wholesalers are’ satisfactorily heeded. 
Prices are steady and unchanged. 
Pottery 

Potters experienced a noticeable lessening in bookings 
during the week, due in large extent to the controversy 
master plumbers are having with the labor unions. Jobbers 
are releasing in quantities that barely keep their stocks 
workable. Prices are unchanged and deliveries are un- 
extended. 

Plumbers’ Brass Goods 

The price situation seems to be somewhat better in this 
territory but some producers are still indiscriminate in 
quoting extreme minimum prices normally applying only 
to quantity business. This is most true of cast brass 
transactions as tubular makers are much less inclined 
toward irregularities. Jobbers are maintaining well as- 
sorted but not excessive stocks. No new price sheets were 
issued during the week. Deliveries are made promptly. 

Range Boilers 

Current demand for range boilers has not increased to 
any pronounced extent. Wholesalers are drawing against 
earlier bookings in quantities only large enough to keep 
their stocks complete. Another manufacturer issued a new 
sheet bringing his prices up within range of those makers 
who advanced approximately five per cent the middle of 
February. Deliveries are being made promptly. 

Boilers and Radiators 

Demand for heating equipment during the week looked 
up considerably outside the city. Jobbers within the city 
boundaries seemed emphatic in their desire to delay plac- 
ing any orders except for business already appearing on 
their books until a more defined outlook is discernible for 
the future. Deliveries are made promptly. Prices remain 
unchanged. 


PHILADELPHIA 


The promise shown by activity during the first two 
weeks of April in the Philadelphia district has not as yet 
been fulfilled and business during the week covered by 
this report had not reached the stage where it can be 
called really good. Wholesalers’ business shows little pick- 
up since the last report, the deliveries to contractors main- 
taining about the same average as a week ago. Whole- 
sale price conditions are also said to be unchanged, with 
weakness shown in quotations when any considerable 
volume of merchandise is under discussion. This weakness 
is no more prevalent than it has been for several months, 
however. Figures from manufacturers show no substantial 
change since last week, the chief item of interest being 
the reported increase in prices of range boilers by one 
company which has been below the higher price level 
maintained by some manufacturers, 

Soil Pipe 

Last week’s report of only fair demand for the season 
still can be applied. The greater percentage of the busi- 
ness is apparently being done by foundries close to Phila- 
delphia, who can deliver relatively small quantities very 
promptly. Prices have not been changed by makers, but 
some reports of occasional shading by some foundries in 
order to secure business are received. Prompt shipments 
can be made. 

Steel Pipe 

A slight lull in demand has been felt by some mills, 
who last week were reporting a steadily increasing num- 
ber of orders. This may be due to the fact that many 
jobbers who ordered during the first half of the month 
now have fair stocks of pipe and are reluctant to order 
more until these stocks become lower. Prices are being 
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maintained without change. Mills have no difficulty in 
making prompt shipments. 
Wrought Iron Pipe 

Spotty conditions, from the standpoint of demand, still 
continue, with a lack of unanimity in the reports received 
from various sources. Demand, summarized, can prob- 
ably be characterized as slightly less than “fair.’”’ Prices 
are holding steadily strong. There are no delays in ship- 
ments as mill stocks are large. 

Enameled Ware 

Business appears to be a trifle better for the manufac- 
turers of enameled ware, one big manufacturer reporting 
more orders and also an increase in the average size of 
each order. Another maker states that shipments are 
being delayed a trifle. Other sources apparently can ship 
most staple items without delay, however. Prices have 
not been changed since the last report. 

Pottery 

A great deal of activity on big work is noted by two 
manufacturers, who state their salesmen are busy with 
architects, wholesalers and contractors in an effort to get 
their ware used. Orders placed for pottery of this type 
are almost entirely for later delivery. Shipments of 
staples to wholesalers for stock are only fair, and orders 
for current delivery are rather light. Prices have not 
been changed, and are holding steady. Large makers’ 
inventories make early shipments of staples possible in 
most instances. , 

Plumbers’ Brass Goods 

There has been little change fn the situation on cast 
brass goods, although demand has slackened off a trifle, 
due to the placement of a good deal of future delivery 
business during the first two weeks of the month. Sev- 
eral manufacturers of tubular goods state that orders for 
shipment have fallen off from last week’s total. There 
has been no change of prices. Both tubular and cast 
manufacturers can ship within a reasonable time. 

Range Boilers 

One company whose prices have been below the higher 
quotations maintained by some manufacturers is reported 
to have increased its figures. Demand does not show 
great activity, the average wholesaler buying only enough 
boilers to care for his demand from the plumbing con- 
tractor. Wholesale price conditions have not changed. 
Prompt deliveries are being made. 

Boilers and Radiators 

Demand for large boilers is fairly good, one big manu- 
facturer reports, indicating the need of that type for big 
buildings. The same maker states that small boiler busi- 
ness is rather slow, as the demand from the individual 
householder and the development builder has not been as 
great as it was at this time a year ago. Prices have not 
been changed. Prompt shipments are being made. 


NEW ENGLAND 


Reports from plumbing contractors in this section indi- 
cate that the real opening of the season is being put off 
from week to week, notwithstanding the fact that good 
business is encountered in a number of cases and a per- 
ceptible betterment of conditions is generally felt. At 
the beginning of May, in other years, construction has 
usually been well defined and has engaged the active in- 
terest of all concerned, but this year seems to hold excep- 
tion by the tardiness of its growth. Compilers of building 
statistics show that the volume attained for this first third 
of the year is proportionate to that of the several previous 
years, but this is explained by the predominance of the 
larger type of developments which benefits a minor num- 
ber of the trade and which lacks in even distribution. 
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As previously noted, much time is being spent by whole- 
salers and contractors in preparing estimates. Accep- 
tances of quotations made during the last two or three 
weeks are becoming more numerous, and these, for the 
most part, specify that work shall commence at once. A 
resultant heavy demand is being experienced by manufac- 
turers and jobbers for roughing-in material. Movements 
of soil pipe were reported especially good during the past 
week. 

Jobbers’ stocks, which, in most cases in the past, have 
been maintained at low levels, are gradually increasing. 
After they have received materials scheduled for May 1 
shipment, jobbers will be amply supplied to take care of 
whatever demand ensues. Production at sources con- 
tinues at a good rate, even though most makers have 
built up ample reserve stocks. Good deliveries still ob- 
tain in all commodities, with the exception of a slight 
slowing up in shipments of one soil pipe manufacturer. 
At this date house heating boilers and radiators assume 
their periodical advance of approximately 2% per cent. 
No other changes in prices have been announced during 
the past week. : 

Soil Pipe 

Jobbers’ shipments of soil pipe are steadily on the in- 
crease. Some foundries report a number of rush orders 
to fill in the decreasing stocks of their distributors and 
are keeping abreast of the demand by increasing their 
production schedules. Local warehouses of makers are 
well stocked to satisfy emergency needs of wholesalers. 
Deliveries from sources are generally prompt, with one 
foundry reporting curtailed shipments due to increasing 
business received. The supply in the hands of jobbers is 
well assorted and sufficient to satisfy the existing demand. 
Prices are firm and unchanged. 

Steel Pipe 

Although the consumption of pipe in this territory has 
not equalled that of the corresponding period of 1926, 
there is at present an improvement noted by mills and 
wholesalers. Distributors’ stocks are not being increased 
in any large way, but the turnover is slightly quickened, 
with consequent orders for replacement and for main- 
taining an evenly balanced supply. Future delivery or- 
ders received by mills are not numerous, inasmuch as 
jobbers are benefited by immediate shipments. No price 
changes have been announced, the market continuing firm. 


Wrought Iron Pipe 


The market has not been stimulated to any degree. 


Orders reaching the hands of mill representatives from 
jobbers are of the fill-in type. The latter, feeling a quiet 
demand from their customers, are content with keeping 
their supply at hand low but sufficient to offer immediate 
deliveries on all sizes. Prompt shipments from mills are 
the general rule and no shortages are apparent. Mill 
prices and those of their distributors have undergone no 
change. 
Enameled Ware 

Makers generally are favored with good improvement 
in their volumes, one noting a decided increase during 
the past week in the number of car load orders booked. 
Wholesalers are attending more closely to their supplies 
of enameled ware and, though large stocks are not gen- 
eral, an even assortment is being maintained. As quota- 
tions are becoming more numerous, the number of con- 
tracts being closed by wholesalers with the plumbing 
trade is also increasing. Makers are offering deliveries 
immediately upon receipt of orders. No price changes 
have occurred. 

Pottery 

Commitments on the part of jobbers for future delivery 
of staple ware are noted only in widely scattered cases. 
Withdrawals against first-of-the-year contracts are being 
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made in fair proportions to cover the existing needs of 
wholesalers. Potters experience no marked activity, ex- 
ceptions being noted only in cases where large develop- 
ments have reached the finishing stage. Deliveries con- 
tinue prompt, there being good stocks in the hands of 
potters. Prices are firm and have not changed. 
Plumbers’ Brass Goods 

One maker of cast and tubular goods reports increas- 
ing good business, both in releases against old contracts 
for immediate shipment and in the securing of new orders 
for delivery within the next several months. Generally 
improved conditions prevail. Manufacturers are prepared 
to make prompt deliveries with the exception of the one 
mentioned above, whose shipments are a little slower than 
usual in reaching their destination. Jobbers’ supplies are 
in good shape and a good assortment is being kept on 
their shelves. Prices remain unchanged throughout the 
week. 

Range Boilers 

Makers find their volume sustained in constant small 
pick-up orders which is the method of buying being gen- 
erally used by jobbers, rather than laying in heavy stocks. 
Carload business and prospective orders of this nature 
are reported as fair. Manufacturers have a good supply 
on hand and are granting immediate shipments. The 
market continues steady, with prices of makers and whole- 
salers remaining unchanged. 

Boilers and Radiators 

Some makers state that their orders have perceptibly 
increased during the past week, attributing this to the 
2% per cent period price advance which is almost univer- 
sally effective on May 1. Others are somewhat disap- 
pointed in that this price change has not reflected to any 
extent in their volumes during the past week or two. 
Local warehouses of manufacturers have complete stocks 
and prompt shipments are accorded. 


PACIFIC COAST 


Current business shows very little change during the 
week, although a more optimistic feeling seems to prevail 
among the trade. Business, while not exceptionally good 
so far this year, has been far from poor and the prospects 
for improvement in the near future are encouraging. Job- 
bers generally are carrying minimum stocks and there is 
very little if any forward buying in evidence. 

Prices to the trade are closely following replacement 
costs and, generally speaking, are firm. Malleable fittings 
and plumbers’ brass goods continue to be sold at the 
lowest prices which have prevailed on the Coast for some 
years past. 

Soil Pipe 

Soil pipe continues in fairly active demand, although 
the trade seems to be purchasing only for actual require- 
ments as needed. Distributors, as a rule, have well as- 
sorted stocks and also considerable tonnage enroute from 
foundries on account of present low freight rates prevail- 
ing on shipments via the Panama Canal. These rates, it 
seems generally understood, will be withdrawn on the first 
of June. Prices to the trade, while varying in the differ- 
ent jobbing centers, remain unchanged. 

Steel Pipe 

A fairly well sustained demand for this commodity con- 
tinues, although most purchases are for immediate deliv- 
ery from jobbers’ stocks. Stocks in distributors’ hands 
are well balanced and the trade’s present requirements 
can be filled without difficulty. Prices generally are firm. 
During the week most Southern California jobbers re- 
duced their prices about 5 per cent on butt-weld sizes for 
out of stock delivery. This brings their price to about 
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Special Notice to Plumbing and Heating Contractors 


The following manufacturers have 
authorized us to send to the plumbing and 
heating contractors, upon request, their loose 
catalog sheets for use in the binders distributed 
through the National Trade Extension Bureau. 


These loose sheets are reprints of catalog 
pages appearing in ‘‘Domestic Engineering 
Catalog Directory.” They are uniform in size 
814x10% inches—printed on a good grade of 
light paper and punched to fit the binder. 


ee er Port Chester, N. Y. 
Acme Asbestos Covering & Flooring Co.......... Chicago, Ills. 
Pe a hs 5 son ka 62.864 cad TEES Oe Coxsackie, N. Y. 
PR IO hia nbn o '5'0.5 ioe 80:08 6s dation Waterbury, Conn. 
Amoricgl Pine Taal Co......6 6... ccccccecseges Chicago, Ills. 
American Steam Pump Co................ Battle Creek, Mich. 
I I ove 6.5 4.0103 4.00 :s50-9 ws wala. sis Bridgeport, Conn. 
Automatic Gas-Steam Radiator Co............. Pittsburgh, Pa. 
Oe eS OS Peer rere rer ie Boston, Mass. 
ESS ee eee errr Warren, Pa. 
Beaton & Cadwell Mfg. Co............... New Britain, Conn. 
Beaton & Corbin Mfg. Co...........00005 Southington. Conn. 
Op Oh ee errr err reece Marietta, O. 
eS OT SY ot Serre rere r ae cre Rock Island, Ills. 
ee eer irre ir Roselle, N. J. 
Pee Bes GG, BOOKMIONE: 5 6 o.0 0 oe Te csesielos Detroit, Mich. 
Se eee rere Warren, Ohio 
Oe ee are Bridgeport, Conn. 
Brunswick-Balke-Collender Co.............+.0++ Chicago, Ills. 
IEG 5 ik 5 i 6.9-5.00 0.9 ind OT avin ov Cage Lorain, Ohio 
COE SOON WI RUR MID ik ccc eevee penceeuds Gowanda, N. Y. 
Canltol Beas WoOtk «6.055 cet ecwecnrcers Detroit, Mich. 
Caen OR Bets Gy We Bia coc cc sie scccsctions Buffalo, N. Y. 
IE TDS iii o:0:0 510 50.5.0 SR ode wseieeae New York City 
Re 55 arie'g a a ey 0: aio Wis wi ew eae tw ale Pittsburgh, Pa. 
ee I IN oss oe as an cb sedans nes Syracuse, N. Y. 
I oir om ag 0:08 sSao ww so ois 90.8 Chicago, Ill. 
Chineia Carmistine BATE. CO. .62 cctv ceccceedscnsys Chicago, Il. 
Chicago Pipethread Machine Co..............++ Racine, Wis. 
COME MEMEO SOO i 5 oso cove sees dae cueien McKeesport, Pa. 
Commonwealth Brass Corp............-00+0065 Detroit, Mich. 
Compound Injector & Specialty Co.............-- Chicago, Ill. 
Com@rmtaes TIGR WOGTD, 0.005 c ccc ccccccvecs Latrobe, Pa. 
Oe ee ri Dunkirk, N. Y. 
Crampton-Farley Brass Co...............+-: Kansas City, Mo. 
or Re SS eer Pittsburgh, Pa. 
Crees WU Cea INGE 6.6.0 66s toes Foca aiees ole Medford, Mass. 
DPM OE, PGMUIIBIO. 6 oi cc cic ec ccavcdereus Lansing, Mich. 
eae ee Ee ee er Elizabeth, N. J. 
EE a eer er err er Boston, Mass. 
OO TNE CO ai icici dc caciecccceccdenes Detroit; Mich. 
Dates Tove Bs BEM, CO. oi. occ cvevccsiescace Detroit, Mich. 
——— CM as ac als a 6nwln 2 Owes Ae BON Cleveland, Ohio 
ASSP Se Ti Se ea rae mee rae Berea, Ohio 
Gonune I NG sono e060 5 Ss pare ate 0.4 9's ;s tral Boyertown, Pa. 
RUCOMMAIING, BAOMEOE NOG. 60 6:< 6.4.60 5005900 6:6:5,0:0:6°0 0 one's Chicago, Ills. 
Mo Ais csp kde bse 4.0.4.0: 6 Wa CH0.00. 6 ON Healy Boston, Mass. 
Excelso Specialty Works, Inc. ............++005 Buffalo, N. Y. 
SEROUEE MED WOME, co ccc ccc ceccceseccecveses Exeter, N. H. 
PUNTER, 6.5 tice ce Wvelese case des ves ses Boston, Mass. 
SOO CI, BINDS oo wis 6 cc nceeteddecans Seneca Falls, N. Y 
a as 65 80:6 6.0% bie's oes 00 Cae Hatfield, Mass. 
Greenfield Tap & Die Corp..............+.- Greenfield, Mass. 
ED ei EIR oa b obo ies vies Cada celpicearves Dayton, Ohio 
Heap & Sons, ee Xs Gare ew stale Grand Haven, Mich. 
Hercules Chemical Co., Inc...........--0ee00: New York City 
Hetzel, J. G., Hetate of... ...cccecerecvcecees Newark, N. J. 
RUIN BEI MD asc ccccsccoosscissceess Valley Falls, R. I. 
Honeywell Heating Specialties Co.............+.4 Wabash, Ind. 
Hotetream Pleater Cos... cccsccccccscccceses Cleveland, Ohio 
Hudson Brass Works, Inc............6+00++05 Brooklyn, N. Y. 
Imperial Brass Mfg. Co bits 'hsn bis Cees ee Wa wee ee Chicago, Ills. 
Ireland & Matthews Mfg. Co.Detroit, Mich..............-++: 
J. R. S. Specialties Mfg. Co., Inc..........-- Patchogue, N. Y. 
ee re Ser ree Sia uce give; @ioiia @ 9 :01@ie eas New York 
Johnson-Murphy Co............seseeeeeeeeeees Detroit, Mich. 
Johnson-Washburn Co.......ccsecccccccscsces Boston, Mass. 
Jones Hollow Ware Co........... eee eeeeeeeee Baltimore, Md 
Keeney Mfg. ong Dec vas had se vow eee Newington, Conn. 





If you have the binder and desire loose cata- 
log sheets, write Domestic Engineering Co., 
1900 Prairie Avenue, Chicago, on your letter- 


head, giving the names of concerns listed be- 


low whose lines you are interested in, and we 
shall be glad to send you the sheets without 
charge. If you are not using the binder and 
wish information regarding it, write to the 
National Trade Extension Bureau of Evans- 
ville, Indiana. 


I A Elmira, N. Y. 
Kenney-Cutting Products Corp............... New York City 
ISCVOEORNG PANS WOES 56.555. cc cs ccc cccccccccocese Erie, Pa. 
Kokomo Sanitary Pottery Co.............00008 Kokomo, Ind. 

pO: Jersey City, N. J. 

Kupferle Foundry Co., er err rer St. Louis, Mo. 
Lambertville Pottery Co eS ae ee ee Lambertville, N. J 

SO LS arr e Cincinnati, Ohio 
Leavitt Machine Co......6....cccccccecece ....-Orange, Mass. 
CAME MOUSE COG kos scccccsceceneccss tees Trenton, N. J. 
MoGurrin Supply Co. ........0cc.ccevece Grand Rapids, Mich. 
Mfg. Equipment & Engineering Co........ Framingham, Mass. 
pe rer Owensboro, Ky. 
Marvel Machine & Brass Works.............. Cleveland, Ohio 
Meneley-Diederich Co. Inc................. Los Angeles, Cal. 
A ee <paleea Detroit, Mich. 
WENN THN POU . 6 occ c cece cccccsesvcese Milford, Mass. 
Misener & Irving Mfg. Co..............0-0:- Syracuse, N. Y 

PROOMTIICIIEIED OOo 6 oink ccc cress cccscees cee Harrisburg, Pa. 
OS EE re er rrr e New York City 
io er er ere ere New York City 
National Steel Tank & Mfg. Co................ Bradford, Ills. 

Niagara Radiator & Boiler Co....... North Tonawanda, N. ¥. 

Northwestern Chemical Co................4.. Marietta, Ohio 
Nye Tool & Machine Works.................+-+ Chicago, Ills. 
OO ag ies 6s die oe bcd 40 soc oo 0 swe aitea Newark, N. J. 

i Philadelphia, Pa. 

MN ig 6555.05 00. E50 eed dbs 50 6304< Los Angeles, Cal. 

Polygon Products Co...... ivié-ala bawee Lake Mea Boston, Mass. 
FOMMONA~CIOWEO GO, occ ccc ccscccccecccess Waterbury, Conn. 
MINS od cocdeccoes<twensdecnse New York City 
ND de ea dees sd cudccevase ooeenadued Erie, Pa 

Rhode Island Fittings Co................... Providence, R. I. 
Richmond Engineering Co,, Inc................ Richmond, Va. 
Richmond Foundry & Mfg. ee er Richmond, Va. 
Riverside Fdry. & Galvanizing Co.......... Kalamazoo, Mich. 
BEN ES lr eee Cleveland, Ohio 
Russell Mfg. Co., Inc., J. M..........0ceee Naugatuck, Conn. 
A errr rere rr eee New York City 
UI sc kcccnsntcdensecasecves Detroit, Mich. 
Sherwood Brass Works.............--0eeeeeee Detroit, Mich, 
I ig Ee IIo oe ce secs iscccccesa New York City 
Standard Water Systems Co. of N. J.......... Hampton, N. J. 
I IMs 6.5.5.0 00.5 o.0008.660.6%% Newcomerstown, Ohio 
EE Ee er re Chicago, Ills. 
ES Ore er Medina, N. Y. 
MOS osc vcd vee vedere nqeceveredees Chicago, Ills. 
at 8 aa de 4.66 gh eid/um We <0 44:00. 04% Newark, N. J. 
Toledo Pipe Threading Machine Co.............. Toledo, Ohio 
Trenjer Specialty Co. .......ccccecccccccececs Trenton, N. J. 
Trenton Brass & Machine Co.................. Trenton, N. J. 
I gov c co caccccccewinvesios® Westfield, Mass. 
Universal Smokeless Boiler Co................. Ravenna, Ohio 
We I, SIs ce occ siccceccccs wes Fort Wayne, Ind. 
ee AL 9 eee ee Willimantic, Conn. 
Wade Iron Sanitary Mfg. Co..........eeeceeeee Chicago, Ills. 
I ii oican ned ins 0s 645 Patenegs weees Boston, Mass. 
WG ei veciivcccsaderendeveicn Worcester, Mass. 

ey LS er ee re eee Warren, Ohio 
Washington Metal Products Co....... Washington C. H., Ohio 
Weel Cie, COR oko cote cc cccctivceiccese Chicago, Ills. 

Wheeling Machine Products Co............. Wheeling, W. Va. 
White-Steel Sanitary Furniture Co....... Grand Rapids, Mich. 
ee oe eer Hartford, Conn. 
Wilkes Mila, Con, By occ cccccccscccvesesencvcceee Chicago, Ills. 
ee ee TE rRe eR Eee Buffalo, N. Y. 
Worcester Brush & Scraper Co............65+ Worcester, Mass. 
OE? TL OTONOTIOR. 6 oc cv cc ccevcscesccsesecese New York City 
Worden MOGs CO. oc cc ccccccccsecccecceccece Chicago, Ils. 
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the same level as that which prevails in other California 
jobbing centers. 
Enameled Ware 

While there seems to be a better demand for enameled 
ware and while contracts already closed indicate that 
there will be a considerable quantity of ware required, 
there still exists the condition of over-production on the 
Coast and also of considerable ware being offered direct 
to the trade outside of the ordinary channels. Jobbers 
generally are carrying minimum stocks and depending on 
nearby factories and manufacturers’ warehouses for mate- 
rial as required. In some of the Coast jobbing centers, 
manufacturers are reported to be offering concessions in 
prices. Jobbers’ prices to the trade remain unchanged. 

Pottery 

Demand for this commodity continues in small lots for 
immediate requirements. What applies to enameled ware 
on the Coast applies equally to pottery, the demand and 
conditions surrounding the distribution being identical. 

Plumbers’ Brass Goods 

Plumbers’ brass goods continue in more active demand 
and with more forward purchasing than any other com- 
modity required by the plumbing trade. It is still dis- 
tributed by so many different agencies that the individual 
firm’s volume is affected. As mentioned before, it con- 
tinues to be sold at prices lower than have prevailed on 
the Coast for some years past. 

Range Boilers 

The demand for this commodity shows very little change 
from week to week. While not large, it is steady and, 
taking the Coast as a whole, a great many boilers are 
used during the year. In California, however, the com- 
bination boiler and heater and automatic heater continue 
to sell in larger quantities than the range boiler in most 
new work. Prices to the trade, while varying in-the dif- 
ferent jobbing centers, remain unchanged. 





CALIFORNIA ASSOCIATIONS HOLD JOINT MEETING 

Wednesday evening, April 20, marked the occasion of a 
get-together dinner party at the Hotel Scott, Martinez, 
Calif., between the members of the Oakland-Berkeley- 
Alameda Master Plumbers Association, the Richmond as- 
sociation and the Contra Costa County association, at 
which a number of members from the outlying districts 
were in attendance. The meeting, following the dinner, 
was featured by several good talks, notably the talk given 
by George Stoddard, Berkeley master plumber, speaking, 
on educational matters. 





T. E. B. ANNOUNCES ITINERARIES 

The National Trade Extension Bureau, Evansville, Ind., 
announces the following itinerary for its field men during 
May: 

Col. William G. Archer: May 9, Asheville, N. C.; May 
11, Newport, Ky.; May 13, Princeton, Ky.; May 16 and 
17, Nashville, Tenn.; May 19, Hopkinsville, Ky.; May 20, 
Madisonville, Ky.; May 24 to 31, Chicago, III. 

B. Joseph O’Donnell: May 10 and 11, Denver, Colo.; 
May 13, Salt Lake City, Utah; May 16 to 25, State of 
Oregon; May 27 to June 2, State of Washington. 

E. L. Flentje: May 2 and 3, St. Petersburg, Fla.; May 
23 and 24, Birmingham, Ala. 

William G. Bergner: May 2 to 4, Fort Worth, Tex.; 
May 17, Newark, N. J.; May 18, Harrisburg, Pa. 





The Oak Grove Seminary, Vassalboro, Me., is receiving 
bids for the construction of a brick and steel dormitory 
building. From plans by Price & Walton, 119 South 
Fourth street, Philadelphia, Pa., the building will be 
45x150 ft., with three stories and a basemen’ 
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The Stock Market 


Quotations furnished by Frazier, Jelke & Co., Chicago 








Par 1927 
Value High Low Quotations of April 25, 1927 * Bid Asked Last 
25 122 110% American Radiator Co., com. a me 118% 11814 
100 135 13314 American Radiator Co., pfd. ‘ sabenth ME awsa “OOS 
50 4814 45 Anaconda Copper Mining Co... aa A 474% 47% 473, 
NP 38% 29% Brunswick-Balke-Collender Co...............A 31 32144 31% 
NP 6814 42 A.M. ByersCo.,com...................A@F 62 64 6354 
100 109 106 A.M. Byors Co., pfd....................A&F 107% 108 107% 
100 120 115% Century Electric Co.,com................... G 112 120 = 120 
100 106 §=6101 Century Electric Co., pfd....................G 100... 101 
50 48144 437% Chicago Nipple Mfg. Co.,“A”...... we B 47% 48 48 
50 33% 31 Chicago Nipple Mfg. Co.,“B”’. B 33 334% «33% 
25 52 47 Ce CI BE aics cece ccise Kes ce OD Biwes 50 
100 120 116144 Crane Company, pfd........................C 118% ..... 120 
100 «93 88 Detroit Brass & Malleable Works............D 92 95 93 
20 30 26% Eagle-Picher Lead Co.......................1 2634 . 27 27 
NP 4234 3914 Fairbanks, Morse & Co.,com...............-4 A 393% 404% 40% 
100 112 107% Fairbanks, Morse & Co., pfd.................4 109 ‘111 110% 
NP 7354 60 Johns-Manville Corp.......... paueveseee B 65% 67% 664 
100 161 100 Jones & Laughlin,com............. ..-F 180 oon ae 
100 121 117 Jones & Laughlin, pfd............ cose ’ 12014 
10 19% 16 Michigan Copper & Brass Co................D 18 20 19% 
100 200 160 National Tanti Co., O0M8......00.ceccccsceces A 191 192144 191% 
100 130 ie | eee err A 128 130 129% 
100 10644 102 Ohio Brass Co., pfd.........................H 105% 106 106 
NP GG FTG eo eB is 5 osc ccccccccevess H 834% 84% 8414 
NP 1234 1084 Pacific Steel Boiler Corp....................B 114 12 11% 
100 108 100  Penberthy Injector Co., pfd................. D 100 ere 
25 27 24 Pierce, B. & P. Mfg. Corp., com.............. U 24 28 27 
100 101 99 Pierce, B. & P. Mfg. Corp., pfd..............U 98 102 100 
NP 25% 21% Richmond Radiator Co.,com...... ..B 22% 22% 224 
NP 54 46 Richmond Radiator Co., pfd... .B 50% 51% 51% 
100 65 58 Scovill Mfg. Co....... Pent ; sae 8 59 59 
25 96 8144 Standard San. Mfg. Co., com....... ..F 834 8&4 8314 
100 11814 1131% Standard San. Mfg. Co., pfd..............-.. fn) 118 
eo xaiit case Trenton Potteries Co., coM..............0065 U 45 55 47 
100 ..... ‘Trenton Potteries Co., pfd...................U 08 106 .... 
100 230 202 U.S. Cast Iron P.& F.Co.,com.............4 229 230 230 
100 115 112 U. S. Cast Iron P. & F. Co., pfd.............A 113 115 114% 
NP 42 38% U.S. Radiator Corp., com... dust 3 bach tee 39 38% 


100 101 99 U. S. Radiator Corp., pfd.. .. D 98 99 99 


100 ee Me rere A 5914 5954 59% 
oe ee, a eS err. eee 109 
100 17234 15314 U.S. Steel Corp.,com....................+64 A 16914 16954 16944 
100 133 120 U.S. Steel Corp., pfd..............ssseeeees A 132 1824 132 
NP 27 18 Walworth Company...................00005 A 22 224% 22% 
NP 1534 12% Williams Oil-O-Matic Htg. Corp............. C 12% 134% ~=« 12% 
NP 7 es > PE ics vce poisikine wspansonbecs eee Cc 6 6 5 
NP 97% 86% Youngstown Sheet & Tube Co...............A 874% 88 8714 


*Where listed— 
A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 





FOX RIVER VALLEY ASSOCIATION ELECTS WALTER 
MURPHY PRESIDENT 

Walter Murphy of Sheboygan, Wis., has been re-elected 
president of the Fox River Valley Master Plumbers’ As- 
sociation, a district organization in Wisconsin. Louis 
Sontag, also of Sheyboygan, was re-elected secretary. The 
principal speakers at the recent meeting held at the Hotel 
Conway, Appleton, Wis., were F. C. Kuetemeyer, Milwau- 
kee, president of the Wisconsin Master Plumbers’ Asso- 
ciation, and George F. Reeke, Green Bay, Wis. Mr. 
Kuetemeyer told of the measure in the legislature at 
Madison which would include plumbing contracts in the 
general contract for public buildings. 

He pointed out that if this measure went through, the 
general contractor would profit by it, but that the plumber 
would only do the work at the same cost, and the public 
would suffer. He said that the contractor would receive 
his money as soon as the work was done but that the 
plumber might have to wait before he received his re- 
muneration. 





The W. H. Johnson Co., Stamford, Conn., will install 
plumbing and heating in the new Temple Bethel. 
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Broached Stem and Handle Allow- 
ing Sixleen Adjustments. 


Special Wire Inserted Asbes- 
tos Graphite Packing, 


Heavy Stem of Clow Composi- 
tion Testedto Tortional Stress 
of 58 Foot-Pounds, 


Stuffing Box Cap Designed 
ForGood Appearance Al- 
lows Ample Space For 
Packing. 


Rawhide Top Washer 
Assures Tight Joint. 


Brass Retaining Ring. 





Full Size Encased Red 
Fiber Washer. Espe- 
cially Adapted to Hot 
Water Service. 


SpecialT hreads which 
Give Ample Flow of 
Water on One Quar- 
ter Turn. All fixtures 
Permit One Full 
Turn if Desired. 


Non-splashing Nozzle 








Heavy Raised Seat Per- 
mitling Regrinding. 


Heavy Shank with Large 
Flats on Hexagon. 


Extra Large Opening Allow- 
ing Full Flow of Water. 








This is the Clow *‘Triumph" 
Faucet—showing construction 
details—T he Clow *‘Triumph”’ 
line of Compression Brass is 
standardized and interchange- 


able—tested lo the equal of 15 
years’ service—of typical Clow 
quality—and sells at popular 
prices. 





ENK, 








Are Your Dollars Bound in Brass? 


Every piece of brass on your shelves is worth atime, Clow “Triumph’’ Brass is stocked at 
more to you than you actually paid for it. the Clow Chicago Plant, ready for immediate 
shipment. 

Any Clow salesman can get short orders to you 
as fast as you need them. And he will call on 
Second, you know what happens to a brass stock you at regular intervals. } 
during the year—a stem is taken from one In this way, you free those dollars now 
piece, a washer from another— “Bound in brass” —and you 
some pieces seem to just stray save those wastes and costs 
away — and often, those that wits with which you are no doubt 
are left must be polished be- or. only too familiar. 

fore they can be installed. 
Such wastes and costs can be 


First, each piece ties up money you might be 
using to better advantage somewhere else. 








Ask to have a Clow salesman 
call—and try a short order of 











reduced by short run buying. “ Clow Triumph Brass. It will 
Instead of complete stock — buy M4 help you to cut down waste 
a half dozen or dozen pieces at “‘Triumph" Lavatory Combination and plumbing costs. 


JAMES B. CLOW & SONS, 201-299 N. Talman Avenue, Chicago 


Sales Offices in principal cities 
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MAN! 







| Pe Se ae ana aa 












5485 


f.o.b. Erie, Pa. 


Completely 
equipped with 
Standard Motor, 
+ extra sets of 
Dies, Built-in 
ruck. 























malleable castings Timken Roller 
—for lightness plus Bearings. 
sturdy strength. . Portability. Red-E- 
2. Three speeds. Hall Built-inTruck. 
New, exclusive 3. Silent Chain Drive. 7. Four extra sets of 
chuck enables the 4- Friction Clutch in- dies. 


Red-E-Hail to cut 
close nipples without 
special adjustment. 


sures easy starting 


Eight Value Features of the 
new Red-E-Hall 


1. Made of certified S. Equipped with 


y » Drives hand stocks 
and sopping. up to 12", 





o 


Capacity of Red-E-Hali %4"' to 2"'. 
As a power unit, and without dis- 
mantling machine, drives hand 
stocks up to and including 12"'. 


Jobbers have it 
on display ‘ 











© 1926, Hall-Will, Inc. 
HALL-WILL, INC., - Erie, Pa. 


Send me a copy of your illustrated booklet describing 
the new Red-E-Hall Pipe Threader. 
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youre placing a FINE 
on yourself ~ 
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HAT?’S just what the plumber who 

uses old fashioned tools and 
methods does— places a fine on himself 
—a loss of necessary profit that crimps 
his business expansion and robs his 
journeymen of their efficiency and 
ability to make profits for him. Your 
freedom from this handicap depends 
on your adoption of new up-to-date 
power tools. 


By actual test the new Red-E-Hall has proved 
its ability to cut labor costs 90%. It is by a 
considerable margin faster than any other 
machine built. Capacity 4"to 2". As a power 
unit, and without dismantling machine, drives 
hand stocks up to and including 12". 


The Red-E- Hall is designed for stationary 
operation but practical built-in portability 
enables it to be moved easily and quickly to 
any part of shop or job. 

A new folder tells the whole story of Red-E-Hall’s 


amazing ability to cut down costs and put profits 
into your pocket. Fill in coupon and mail today. 


HALL-WiLL, INC. 275e'nicuinge ERt, Pa. 


RED HALL 


PORTABLE PIPE THREADER 


Built by HALL-WILL, INC. Grie, Pa. 
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A Welded High and Low Pres- 


sure Installation 


(Continued from Page 21) 


The boiler feed pumps, as well as the vacuum pumps, 
were provided in duplicate. The city water is very hard, 
containing carbonate of lime; therefore, a water softener 
was installed. The softened water is not only used for 
feeding boilers, but for kitchen and laundry use as well. 
The connection and pressure reducing valves to both the 
kitchen and laundry are shown roughly in Fig. 1, which 
shows the tunnel layout. The connections leading to the 
high pressure traps are also shown. 

In order to bring out the details of the pressure reduc- 
ing valves, the by-pass around the reducing valve, and the 
diaphragm connections, we have drawn Fig. 12, which 
shows a small by-pass. It is often assumed that a by-pass 
as large as the size of the main is required. This is not 
necessary because high pressure steam is carried on this 
by-pass, and only a few pounds of pressure are required 
on the low pressure main. 

The main in the tunnel pitching upwards towards the 
administration building presented serious trouble with re- 
gard to the condensation, flowing back to the power house 
against the steam flow. The large drip pockets shown in 
Fig. 2 helped materially to gather this condensation, 
which was discharged into the high pressure return line 
by means of a drip trap. See Fig. 11. 


NOVEL GREENHOUSE HEATING 


HE TWO greenhouses on the campus were originally 
heated by a hot water boiler. This boiler was re- 


moved and a square tank 8 ft. long, 4 ft. wide and 4 ft. 
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high was installed. This tank was provided with a re- 
movable cover. In this tank a high pressure steam coil 
was placed to heat the water. The cast iron, hot water 
supply pipes under the benches in the greenhouses were 
connected to the top of the square tank, and the returns to 
the bottom. A high pressure, ball float steam trap was 
located on the return from the high pressure coil to take 
care of the condensation. A thermostatic, temperature 
regulating valve is located on the steam inlet to the coils, 
and set at 160 degrees. When the temperature of the 
water reaches this point the steam is shut off. Both 
houses are heated from this tank in a perfect manner. 

During the spring and fall months, the temperature is 
reduced to 120 degrees F. by means of the temperature 
regulating valve, and it has been found that this tempera- 
ture is ample. Considerable saving of steam and over- 
heating of the greenhouses were effected. The operating 
cost, after the installation of the tank, was materially 
lower than before, and the results obtained more satisfac- 
tory due to the even pressure maintained without atten- 
tion during day or night. 

This installation aroused the attention of several engi- 
neers and heating contractors, because they had never 
heard of combining every known heating system and dis- 
charging the returns into a vacuum return line. All of 
course, with the exception of one, expressed their opinions, 
and they were not very complimentary. They predicted 
absolute failure. The one that did not express his opinion 
in a positive manner, said that the systems might work 
after a fashion. All, of course, were nevertheless inter- 
ested from an engineering standpoint in this novel installa- 
tion as well as in the welding of lines, both high and low 
pressure. 

Several of these engineers were present on the day that 
the test was made in order to see for themselves just what 











Superior! 


superior in operation. 


1260 HOLDEN AVENUE 












Look the Penberthy Model R Cellar Drainer 
over — study every detail of its construction. 
You will find in it the very best materials p/us 
the latest developments in this type of fixture. 


These are the reasons why Penberthys are 
An added feature is 
their reasonable price and desirable profit. 


Your jobber can supply you. 


PENBERTHY INJECTOR COMPANY 
ESTABLISHED 1886 
DETROIT, MICHIGAN 


Canadian Plant: Windsor, Ont. 


Model ‘RK 


AUTOMATIC CELLAR DRAINER 
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Increased Profits 
with 
HONEYWELL 














Compare the performance of any heating installa- 
tion not Honeywell equipped with that same 
installation equipped with Honeywell. (The 
difference will convince you that Honeywell can 
bring to your installation a degree of satisfaction 
which will make your product preferred above 
any product not possessing the advantages of 
Honeywell equipment. QIn comfort, convenience, 
economy and an increased measure of safety the 
Honeywell controlled installation so far sur- 
passes the installation not Honeywell equipped 
that no room is left for doubt as to not alone 
the desirability of Honeywell but the necessity 
for it—if you would enjoy the increased business 
that comes of customer satisfaction. 


The leading manufacturers of heating 
boilers recommend Honeywell exclu- 
sively. Of the important automatically 
controlled domestic oil burners, a sub- 
stantial majority is equipped with 
Honeywell controls. 


HONEYWELL HEATING SPECIALTIES CO. 
WABASH, INDIANA 


ONEYWELL 


Temperature Requlators 
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;would happen. When the plant was ready for test, the 
lentire boiler house equipment was started and was given 
a trial test. The vacuum pump was operated for several 
hours, pulling a vacuum on all the heating systems in- 
stalled in every building up to the pressure reducing valve, 
close to the high pressure main supply line. 

The next step was to set the pressure reducing valves for 
each unit. Starting close to the boiler house, the pressure 
reducing valves, feeding three buildings, one equipped 
with a vacuum system, the second with an air line system, 
and the third with a single-pipe gravity steam heating job, 
were set to furnish steam at 1% lb. pressure. There was 
no cracking in the pipes anywhere, and no pounding ex- 
cept in three radiators on the last end of a long wing, 
This wing had a long, small supply line installed, which 
was really too small for the square feet of radiation in 
the wing. After the radiators were heated, the pounding 
stopped. All other radiators and pipe lines were per- 
fectly quiet. Each system behaved in a normal manner 
and even the radiators that never heated all the way were 


hot and stayed hot. From an engineering standpoint, 
these three buildings proved to be a success and showed 
that such a combination could be effected. 

The fear of the engineers watching the results was un- 
founded, and when they left they were still in doubt as to 
the final outcome, but satisfied that it could be done. 

All of the pressure reducing valves were set at from % 


to 2 lb. pressure, depending on the distance that the steam 
had to travel, and the entire job, even the building one 
block away, performed admirably. No trouble of any 
kind has been experienced since the buildings have been 
in operation. Sufficient heat is present everywhere—in 
fact, we had to cut down the pressure in some instances. 

The heating contractor, who installed the job, said, 
after the entire plant had been in operation a week and 
everything running smoothly, that he figured in his esti- 
|mate two weeks’ work for two men to doctor up the 
| job, because he was convinced that it would not work. H» 
was satisfied, after the test, that a combination of various 
heating systems, such as these, could be made to operate 
satisfactorily on one return line. 

This was a trying installation, because of the fact that 
|every known heating system was involved, some of them 
|18 to 20 years old, and all had to be united into one unit, 
without altering the layouts in any of the buildings. 
What was accomplished here can be accomplished else- 
where, and if properly handled, any kind of heating system 
can be coupled to a vacuum return line. 

The welding of the various lines has proved that a suc- 
cess can also be made, if this work is done carefully. Not 
one weld has given away in spite of the fact that in test- 
ing, the steam was shut off and turned on again many 
times after the pipes had a chance to cool down. On this 
job we have proved two things that we believe of utmost 
importance to the heating trade, namely, that any kind 
of a heating plant can be successfully connected to a 
vacuum return line, and that welding of standard heating 
and high pressure lines can be accomplished successfully. 














MODERN PLUMBING AND ELECTRIC CO. MOVES TO 
NEW HOME 

The Modern Plumbing and Electric Co. of Houston, 
Tex., has just recently moved into its new headquarters at 
506-514 Rusk avenue in that city. Joseph E. Fisher is 
president of the company and vice president of the Asso- 
ciated Master Plumbers of Texas. The new building was 
just completed, and everything for the convenience of 4 
plumbing company was built into it. This company is the 
oldest plumbing concern in Houston, having been incorpo- 
rated in 1900 as a partnership. In 1920, J. E. Fisher 
bought out his brother’s interest in the company. 
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he Richmond Combination 
Laundry Tray and Sink 
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Sturdy graceful lines, built to withstand wear 


Standards adjustable to “hip height” — for Our new illustrated catalogue of Enameled 
comfort and convenience. Deep 8” sink to Ware includes descriptions and _ specifica- 


minimize splashing. Back 8” high to permit tions, 


placing under windows. Should be in the file of every Architect, 
Made right and left hand and drilled for Contractor and Builder. Send the coupon 
cock holes as required. for your copy. 


Built low for comfort and convenience. Deep = and tray minimize splashing. 
Smooth castings perfectly enameled. Left or right hand sink and three styles of drillings. 


oe <n ems 











we 


“RICHMOND PRODUCTS 


Sinks Wall and Pedestal Lavatories Corner, Recess and Roll Rim Baths 
Combination Sinks and Laundry Trays Radiators Model Boilers, Round Boilers 
Heavy Duty Boilers For Steam and Hot Water Systems 


RICHMOND RADIATOR COMPANY 


INCORPORATED 
Enamel Ware Division 
Executive Offices 
1480 Broadway, New York, N. Y. 
Enamel Ware and Radiator Factory, Uniontown, Pa. 
Boiler Factory, Norwich, Conn. 
Branch Offices 
Chicago 568 Wrigley Building Boston 460 Park Square Building 


Philadelphia 2241 North American St. Cleveland Cedar Ave. & Ashland Rd. 
Harrisburg, Pa. 116 South Second Street 








RICHMOND RADIATOR COMPANY, 1480 Broadway, New York 
Flease send the new catalogue of Richmond Enameled Ware. 
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‘THE UNIT HEATER 


Steam Line 


uspends from 


thats 


Different 


Modine Unit Heater is different—far advanced. 
Suspends from the steam line, up out of the way. 
One compact Modine Unit Heater takes the place 

of 4900 pounds of direct radiation. Two men can in- 
stall it in 30 minutes. 


Weighs Only 
125 Ibs. 


The Modine has more prime heating surface than any 
other Unit Heater of equal size and weight—greater 


heating capacity. Heats and distributes over a wide area 
approximately 2000 cubic feet of air per minute. 


Greater 


Capacity 


*“*Directed”’ 
Heating 


With the Modine Unit Heater the warm air currents are 
directed where wanted. Changes in direction are easily 
and quickly made. Deflectors give vertical control of 
heat discharged. Modine alone offers the universal 
directional advantage. 


The Modine Unit Heater costs less than equivalent di- 
rect radiation. Is built for life-time service. Send for 
complete facts. The Modine is extensively used in dry- 
ing processes. Special information sent on request. 


MODINE MANUFACTURING CO., (Heating Division) 
Racine, Wisconsin 


BRANCH OFFICES IN ALL LARGE CITIES 


MODINE 


~« UNIT HEATER go, 


FOR STEAM OR HOT WATER HEATING SYSTEMS 


| 4 Sy 


|__ a 
| Product J 
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Vigor Does It 


(Continued from Page 24) 


chandise is displayed because Mr. Newman thinks that it 
is an advantage to have the customer actually handle 
the items in which he is interested. 


KEEPING THE OLD CUSTOMERS 

O MUCH for the store sales. If a call for service is 
S received, and if the journeyman finds when he reaches 
the job that 50% of the cost of the new item will be 
equal to the repair bill, the journeyman is instructed not 
to repair the old item, but to put in a new one. And 
before the journeyman leaves a repair job he must secure 
the signature of the customer as a receipt showing the 
time and material consumed on the job. 

Old customers represent possibilities of new business. 
But in addition to those old customers who move away, 
there are some which, for one reason and another, just 
don’t turn up with business. Now and then Mr. Newman 
goes over his books. You know how it is in your own 
case. You can go over every page of your ledger—and 
every page is a story to you. You remember just how 
Mr. Jones or Mr. Smith or Mrs. Robinson look and act; 
you remember that that item dated April 30, 1923, caused 
you a lot of trouble; and right next to it is a big one— 
representing a sale made because you took the trouble on 
April 30, 1923, to put in a lasting repair job. 

So Mr. Newman goes over his books. Here’s a customer 
who for a year hasn’t turned in a call for service. To 
these people he sends out a letter asking them if their 
failure to give him further work has been because of any 
dissatisfaction. Perhaps they have the very good reason 
of not having had any work to give him. But his interest 
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will be appreciated, his name once more called to their 
attention. And, who knows,—the very next day maybe 
there’ll be trouble. 

Another thing—when things are a little dull and he 
has a man or two who is trying to look busy doing noth- 
ing, he sends those men around to inspect water heaters 
that have been installed in the past. Nice bit of service 
to have the journeyman come to the door and say, “I’m 
here to look over that water heater we put in last year, 
just to see if it’s working O.K.’’ Makes the housewife 
feel that here’s one merchant who hasn’t forgotten the 
equipment as soon as payment was received. And while 
the journeyman is in the building he has his eyes open. 
He has his premise report card. He sees other needs. 
And good sales have resulted from these service calls. 

One more idea—and then I’ll sign off. I have never 
known a vigorous-minded man who had any patience with 
equipment of any kind which wasn’t efficient and ready 
to his hand. Sometimes a man who will bite a corner off 
the shop bench if a die has been mislaid, will have to 
rummage all over the place to find a catalog or a reference 
book. Mr. Newman’s office is a model of efficiency. It’s 
light, glassed on three sides, with an estimating table, a 
desk, and above the estimating table a long shelf on which 
is contained everything a man needs in the way of tech- 
nical books, catalogs, business papers, etc., when he sits 
down to make up an estimate. Every separate volume 
there is like the die in the shop. It has its uses—and 
although it mightn’t be used more than once in three 
weeks, when it’s needed it is within reach. 

Say it how you will—‘Vigor does it,’’ or ‘‘Pep’s the 
thing,’”’ or ‘‘Vim, vigor and vitality turn the trick,’’—it 
doesn’t make much difference how you express it. You 
know what I’m driving at when I say that in Mr. New- 
man’s case, ‘‘Vigor does it.’’ 
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BETTER BRASS FITTINGS 


The “‘Triangle J”’ 


What is the significance of 
this famous trade mark on 
better-quality tested brass fit- 
tings? It is a solid guarantee 
of permanent satisfaction. 


JENKINS MFG. CO. 


NEW JERSEY 
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Modern Sewage Disposal Methods 


(Continued from Page 26) 


oped to any extent. When these tanks are operated as one 
unit, the sedimentation tank is built in the upper part of 
the sewage digestion tank in such a way that the solids can 
drop from the upper compartment into the lower compart- 
ment by gravity. Fig. 2 is a plan of a plant showing the 
separate tanks. Fig. 3 shows a picture of a similar plant. 
Fig. 4 shows the general plan of the sewage treatment 
plant at Fitchburg, Mass., which is a combination of the 
separate system and the combined system. Fig. 5 shows 














Fig. 6.—Dried sludge on drying beds 


pictures of a similar system which disposes of the liquid 
from the sewage treatment plant by means of sprays above 
the filter beds. These filter beds are called trickling filters 
and consist of coarse material, through which the liquid 
sewage trickles. These beds are from 5 to 10 ft. deep. 
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THE ACTIVATED SLUDGE PROCESS 


PROCESS that has come into prominence in recent 
A years is called the activated sludge process. Thi 
purification of sewage is accomplished in this process by 
passing it through tanks in which the sewage is artificially 
agitated and mixed with the sediment containing the bac- 
teria. The agitation or mixing of the sewage may be 
effected by means of air forced through pipes located in 
the bottoms of the tanks, or it may be accomplished by 
mechanical mixing devices. The remaining residue from 
this process may be dried and burned or used as filling 
or fertilizer. (See Fig. 6.) The advantages claimed for 
this latter process are as follows: First, the degree of 
purification is high; second, the area required for the plant 
is small; third, the initial cost of construction is low; 
fourth, the plant is practically odorless. 

The use of the refuse from the sewage disposal plants 
as a fertilizer is receiving more attention now than ever 
before. Various tests have been made on different soils 
and excellent results have been reported in the majority 
of cases. 

The cost of sewage disposal varies greatly in different 
parts of the United States, depending entirely on the 
character of the plant and upon labor conditions. 

In reviewing the results obtained as a whole, there does 
not appear to be any ground for pessimistic criticism. 
There is no question that all city sewage must ultimately 
be disposed of by dilution in some body of water and the 
purpose of treatment is to prepare the sewage so that it 
will not produce objectionable conditions in the water 
into which it is emptied. 

Present day practices of sewage disposal are probably 
not the last word in sewage treatment. New methods will 
most likely be developed in the future. 





This Simple Smokeless 
is Simple 


E don’t say “simple” and then tell you, you 

“simply” have to do this or that to “simply” 
put in one thing and another in some special way or 
other to make it work. 


The Burnham Smokeless Boiler is as simple to put 
together as an ordinary Burnham Square Sectional. 


And the certain result is a boiler that will burn the 
smokiest of soft coal, burn it smoke and all, with no 
more attention than to keep it supplied with coal, 
and the ash pit clear. 


Get the special Burnham Smokeless folder, with illus- 
trations and ratings, and be ready for smokeless busi- 
ness. 


Irvington, New York 


Representatives in all principal cities of the United 
States and Canada | 
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FREE--With order for One Brunswick 
White Seat--at Special Showroom Price--$6.75 




















a 





, am 





~ 








Send Coupon—seat will be billed 
through your wholesaler 











No other white seat has this 
amazing interior construction 





ERE is a beautiful five-color 
Window Display to an- 
nounce to your customers that 
you can supply the most modern 
and up-to-date white toilet seat 
on the market today. 


Brunswick White Closet Seat is a 
definite step forward in the con- 
ception and manufacture of a seat 
of this type. It is decidedly 
superior in construction, finish, 
and general appearance. 


There is a definite market 
for Brunswick White 
Closet Seats in every 
city, town, village and 
hamlet in the country. 


This message, carrying 
the need and _ health 
guarding features of 





FILL IN AND MAIL THE COUPON TODAY 


Vv 


Dept. 94, Seat Division . 
The Brunswick-Balke-Collender Co. 
623 So. Wabash Ave., Chicago. 


Please send your free Window Display and also 
through my wholesaler send me the sample 
Brunswick White Seat No. 624-71 at special 
price $6.75. 


My wholesaler’s name iS...........+seeeeeeeee 
My name....... 


Address..*... 





the Brunswick White Closet Seat 
is now being broadcast in maga- 
zines and by mail to practically 
every household in the land. 
This campaign will be continued 
thruout 1927. 


The beautiful’ Brunsoid white 
surface of this new seat is also a 
remarkable invention. Sanitary 
as a piece of china, it will not 
crack, chip, craze or change color. 
We guarantee the Brunswick 
White Seat for five years. 
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age old battle of Quality vs. 

Low Price. Realizing this we 
have put everything possible into 
Canfield Rubber Goods to make 
them of the highest standard ob- 
tainable. After all they’re cheaper 
in the long run because they do not 
have to be replaced. 


O" ALITY is still winning the 


If you insist on Canfield Rubber 
Products you will find your cus- 
tomers more satisfied and your work 
done better. 


We Sell to Jobbers and 
Manufacturers Only 





THE H. O. CANFIELD CO. 
BRIDGEPORT $3 $3 CONNECTICUT 


Mention Domestic ENGINEERING when writing advertisers. 
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“Many Fine Exhibits at Oil 
Burner Meeting 


(Continued from Page 35) 


having no mechanical moving parts. Moore & Kling, Inc., 
Boston, Mass., various types of fill boxes, foot valves, vent 
footings, etc., adaptable to oil burners. 

Morgan Gage Co., Rockaway, N. J., gauges for measur- 
ing liquids, for measuring oil in storage tanks, gauges to 
indicate contents at tank or at a distance. 

Northern Mfg. Co., Minneapolis, Minn., a fully automatic 
oil burner, the only natural draft burner shown at the 
exhibition. 

Nu-Way Corp., Rock Island, IIll., its regular line of six 
burners for home heating and commercial jobs, and two 
smaller burners. 

Patrol Valve Co., Cleveland, O., controls of gas ignition 
oil burners to shut off the gas and oil and motor when 
the gas fails. 

Petroleum Heat & Power Co., Stamford, Conn., one 
large type and one small type of its oil burner. 

Preferred Utilities Mfg. Corp., New York, automatic 
temperature draft controlled by a helical spring around the 
spindle of the draft damper—the heat acts on the spring 
to open or close the draft as required. 

W. S. Ray Mfg. Co., Los Angeles, Calif., the various 
types of its burners adaptable for bungalows or power 
plants of large sizes, also turbine power purposes and ma- 
rine use. Remington Oil Engine Co., Keyport, N. J., oil 
burners. Silent Automatic Corp., Detroit, Mich., an electric 
lighted rotating device showing flame placement of its 
burner, also a silent automatic burner. 

H. B. Smith Co., Westfield, Mass., a boiler recommended 
for use with an oil burner, a water tube cast iron boiler 
having a multiplicity of waterways brought into contact 
with the flame. 

Super Oil Heater Co., Hartford, Conn., central spindle 
atomizing burner with all machinery inside the boiler ex- 
cept the carburetor, which is a distinguishing feature. 

Sword & Kimber Co., Philadelphia, Pa., oil burner, the 
model exhibited beautifully silverplated. 

M. J. Tierney Co., Rochester, N. Y., a gas-fired garbage 
incinerator for household use. 

Titeflex Metal Hose Co., Newark, N. J., metal encased 
hose for oil burners, featuring a vibrator which flexed and 
vibrated the hose 15,000 times an hour to show its capac- 
ity for constant bending and jarring. 

M. George Tigar, Floral Park, N. Y., oil burners, manu- 
factured by Berggren Engineering Corp., Brooklyn, N. Y. 

Teesdale Mfg. Co., Grand Rapids, Mich., automatic pump 
for bringing oil into the basement from the storage tank 
automatically and limiting the supply. 

Tuthill Pump Co., Chicago, Ill., oil burner pumps of va- 
rious sizes. 

Wagner Electric Co., St. Louis, Mo., motors for use in 
connection with oil burners. 

Wayne Co., Fort Wayne, Ind., various types of motors 
adaptable to oil burner uses. 

Webster Electric Co., Racine, Wis., various types of ig- 
nition transformers. 

Westinghouse Electric Co., Pittsburgh, Pa., various 
types of motors for oil burners and refrigerators and pro- 
tective switches. 

Williams Oil-O-Matic Corp., Bloomington, IIl., its latest 
types of oil burners. 

W. B. Wilde Co., Peoria, Ill., various types of burners, 
One of them cut away to show the construction of the 
interior. 
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The Hudson Concealed Shower 
Body Features 


1—red brass made from ingot melted electrically 
2—tested against 150 lbs. water pressure 

3—china adjustable flanges with N. P. shanks 
4—non-cemented china handle screwed rigidly 
by china-index button 
5—by-pass connections and union couplings 
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HUDSON BRASS WORKS. INC.,BROO 








The Prier Radiator 
Valve 


"HE smooth castings, nickel finish and 






fine design of the Prier Valve make it 
a first class looking piece of 
work. {o carefully made that 
MUN all parts are easily accessible 
and interchangeable. Non-ris- 
# ing stem and high lift. Parts 
taking wrench are extra heavy. 
Genuine Jenkins disc used. 


Ask for Folder D 


WALTER H. PRIER CO., Dunham Bldg., 450 E. Ohio St., Chicago 














KEWANEE 


Water Heating 
Garbage Burners 


Make Fuel of Garbage and Rubbish 


The 


EERE 


KEROSENE HEATERS— 
WICK BURNER TYPE 


Quadruple coils of omer and the 
patented Kerogas Burner (Hot- 
stream is the only Water Heater 
licensed to use it) insure the 
greatest efficiency. 

Lights instantly at the touch of a match 
—is noiseless, sootless and extremely 
economical. 

Made in 3 sizes — write for complete information. 


THE HOTSTREAM HEATER COMPANY 
9502 Richmond Rd, “Makers of Heaters that Hea’ Cleveland, Ohio 
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No. 25— Double Acting Lever 


No. 19—Double Acting Lever 





Heavy pattern brass lever. Made adjustable to fit any 
desired thickness of tank. Exposed part of fitting well polished 
and nickel-plated. Handle is assembled with special brass 
stud. Material and workmanship guaranteed. 


Special construction to insure ease of operation and per- 
manent installation. Fits all tanks. Heavy brass castings 
machined to precision. 











INDIANA 


Brass Plumbing 
Specialties 


Wherever brass goods 
are required, Indiana 
products will do more 
than satisfy for a mere 
few years. 


Indiana Brass Goods 
have a reputation for 
lasting far beyond the 
expectations of even the 
most liberal. 


That reputation is our 
biggest asset and you can 
be sure that every piece 


of brass goods turned out 
by Indiana will live up 


UH ee 


INDIANA BRASS CO. 


FRANKFORT - INDIANA 





No. 201—214” Flush Valve 





No. 50—Elevated Ball Cock 





No. 70—Bottom Supply 
Ball Cock 























No. 30—All China 
Handle Double 
Acting Lever 


No. 26—Single Acting Lever 


Maximum Leverage supported by heavy brass castings. 





All China Handle with heavy brass castings. Fits all tanks 
with complete harmony. Material and workmanship strictly 


guaranteed. You will never know a service call with this 
lever. It is built to Indiana standard. 





Exposed parts plated and highly polished. Easily installed 
in any tank and permanently guaranteed. In thousands of 


jobs all over the country, this lever is serving with great 
satisfaction to users. 
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NATIONAL DISTRICT HEATING ASSOCIATION TO 
MEET AT WEST BADEN 

The National District Heating Association will hold its 
annual convention at the West Baden Springs Hotel, West 
Baden, Ind., May 17, 18, 19 and 20. A more interesting 
and educational program than has ever been held by the 
association is being planned for this meeting, and a large 
gathering of members is expected to take place. The 
manufacturers’ division of the association will hold a ses- 
sion May 16, and will be given an opportunity to present 
new inventions in the district heating field. 





HAINES, JONES & CADBURY CO. BUILDS IN TAMPA 
Haines, Jones & Cadbury Co., of Philadelphia, has pur- 
chased land in the Estuary section of Tampa, Fla., and 
has started erection of a $100,000 warehouse and office 
building. The plant will embrace three units. The main 
warehouse will be 120 by 80 ft., and will front on Wash- 
ington street. A mezzanine floor will cover two-thirds of 
the one-story building, while the office and showroom in 
front will be 62 by 25 ft. Walls of brick will be built on 
concrete foundations, and the floor of the building will be 
of concrete. The mezzanine floor and roof will be mill 
work. A garage and pipe shed will be 125 by 26 ft. 
Upon completion of the new plant, the lease on the old 
one, which the concern has occupied since it entered the 
Tampa field in 1925, will be given up. C. C. Lowry, who 
has been branch manager for the company for some time, 


will continue in that capacity. 





NEW SUPPLY HOUSE IN TROY, N. Y. 
The Trojan Plumbing Supply Co., Inc., is the name of 
anew concern which has recently started in business at 
187 River street, Troy, N. Y. 





RAUB SUPPLY CO. OPENS WILKES-BARRE BRANCH 


The new supply depot of the Raub Supply Co., Lancas- 
ter, Pa., at Wilkes-Barre, Pa., was officially opened on 
April 19 and 20, most of the master plumbers from the 
vicinity and a large number of manufacturers’ salesmen 
visiting the new place during the two days. The first 
evening was officially designated ‘Wilkes-Barre night,” 
and approximately 300 masters and salesmen thronged 
the new place. 

Motion pictures, food and refreshments, and interest- 
ing speeches vied with each other for first place in the en- 
tertainment. The pictures shown were of the exterior 
and interior of the Raub plants at Lancaster and Harris- 
burg, the refreshments were of the best kind, and the 


speeches were also good. Among the speakers were the 
Mayor of Wilkes-Barre, who made the address of wel- 
come, the mayor of Lancaster, Commissioner Suter of 
Lancaster, other city officials, and Frank G. Newton, Phil- 
adelphia manager for the United States Sanitary Mfg. Co. 
A large crowd later went to the Elks Club, where they 
Were the guests of Mayor Daniel Hart of Wilkes-Barre. 

Wednesday evening was “Scranton night,’”’ and approxi- 
mately 300 more visitors from that vicinity crowded into 
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the Raub place. William S. Raub again acted as toast- 
master, talks being given by President A. K. Raub, Harold 
Weil of Weil-McLain Co., Carl Sawade of the Continental 
Heater Corp., Mr. Newton, Hiram Held, manager of the 
Harrisburg branch, and Clarence Tost, assistant general 
sales manager. 

The new supply depot is under the management of J. J. 
Cowley, who will be assisted by the Messrs. Flannery, 


Wempa and Swanson. 





MOVES NEW YORK OFFICE 


The Republic Brass Co., Cleveland, Ohio, moved its 
New York sales office recently from 41 East Forty-second 
street to 101 Park avenue, in the north wing of the 


Architects’ building in that city. 





READING IRON CO. MOVES NEW YORK CITY OFFICE 

The New York City offices of the Reading Iron Co., 
Reading, Pa., were removed on April 22 from the suite 
they have occupied for the past nine years at 99 John 
street, to 30 Church street. H. S. Carland, manager of 
sales in the territory covered from the New York office, in 
making the change secures for himself and his staff more 
commodious quarters in a modern building more acces- 
sible to the downtown district. The new space includes 
Rooms 318-320. 





WOLVERINE CO. MOVES 


The Wolverine Co., Inc., manufacturers of plumbing 
specialties in New York City, moved recently from 314 
West Forty-second street to 131 West Twenty-fourth 
street in that city. The removal gives the company an 
added floor space on which a larger and necessary stock 
may now be carried. 





J. M. NORTON CO. OPENS NEW OFFICE 


The J. M. Norton Co., Inc., agent for the American Gas 
Products Corporation, New York City, in the Philadelphia 
territory, has opened new headquarters at 4 South Twen- 
tieth street in the latter city. A new showroom and of- 
fices are to be established at this point. 





WM. H. GALLISON CO. CHANGES MANAGEMENT 


According to a recent announcement, Jesse Y. Baker 
and Thomas W. Roulston have turned over the entire man- 
agement of the Wm. H. Gallison Co. of Boston, Mass., to 
Harry G. Starr. Although not actively engaged in the 
business they will continue to serve on the board of di- 
rectors in an advisory capacity. Both men have been 


connected with the company for forty-seven years. Mr. 


Starr will have complete charge of the management and 
policies of the company. 





ABRAM COX CO. INCREASES SALES FORCE 
The Abram Cox Co., Philadelphia, has recently made a 
large increase in its sales force in the Baltimore and 
Washington districts. Vernon E. Sumwalt, who has offices 
in the Builders Exchange, 15 East Fayette street, Balti- 








ee 











78 DOMESTIC 


more, Md., will continue in charge of the territory. In 
Baltimore he will be assisted by William L. Dougherty, 


Emile J. Boucher and Albert C. Mergardt. In addition, 
the company has appointed Jack Dalton and John H. 
Loesch for the Washington section. 





CHICAGO OFFICES OF AMERICAN BLOWER CO. 
MOVED TO BUILDERS BUILDING 

The Chicago offices of American Blower Co., Detroit, 
Mich., formerly at 140 South Dearborn street, have been 
moved to Rooms 1404-6-8, at 228 North La Salle street. 
This is the address of the new Builders building, which 
has just been completed and made ready for occupancy 
and which will be the home of a number of Chicago con- 
cerns in the plumbing, heating and ventilating fields. 
J. H. O’Brien is in charge of Chicago headquarters for 
American Blower Co. 

M. T. G. A. HOLDS UNOFFICIAL MEET 

The golf season opened for the members of the Metro- 
politan Trade Golf Association on Wednesday, April 20, 
when an unofficial meet was held at the Ridgewood Coun- 
try Club, Ridgewood, N. J., a fair turnout of members 
playing 27 holes of golf. While the tournament was 
billed as ‘‘unofficial,’’ the only part of it that was unoffi- 
cial was the fact that no prizes were awarded, and those 
members whose scores seemed too high to them were 
not forced to put them on the board where their fellows 
could see them. William C. Banta of the Ridgewood 
Plumbing Supply Co. was the host of the day, the course 
being secured through his incidentally 
played the star game. 

The course is a beautiful one, the 
high tees and greens sometimes extending clear to the 
Hudson River Palisades, miles away. But these same 
beautiful high tees and greens, with the hills and valleys 
that lay between them, made the going hard, and many 
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John 
Johnson, Charles Wall and A. C. 


Back row, left to right: Davis, T. F. Larkin, Arthur 
Platt.—Middle row: James 
Holmes, W. S. Roe, William Bapst, and W. C. Banta.—Froat 
row: H. 8S. Leach, F. W. Broatch, Mr. Alvord, L. S. Rothwell, 
and W. C. Gowdy 

a golfer out for the first time this season bemoaned creak- 
ing muscles and legs that reluctantly plodded up steep 
hills. Ridgewood is not the easiest course in the Metro- 
politan district, and, while no scores were posted, there 
were enough of them in three figures to show that the 
average trade golfer has not yet rounded into form. 

A good luncheon was served after the morning nine 
holes, and the greater part of the golfers stayed for din- 
ner in the evening, at which most of the talk was devoted 
to the coming dual meet with the Delaware Valley Trade 
Golf Association at the Pine Valley Club. Those mem- 
bers in attendance included W. C. Banta, James E. 
Holmes, F. W. Broatch, Charles Wall, A. C. Platt, John 
Davis, H. S. Leach, Thomas F, Larkin, William C. Gowdy, 
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Arthur Johnson, L. S. Rothwell, William Bapst, R. J. 
Letcher and William S. Roe. Mr. Broatch had brought a 
guest, Mr. Alvord, and John Harmon and R. J. Letcher 


dropped in in time to have dinner. 





WESTERN TRADE GOLF ASSOCIATION TO OPEN 
SEASON AT WILMETTE 

According to announce- 
ments recently sent out by 
President Frank B. Hackett, 
the Western Trade Golf Asso- 
ciation will get off to a flying 
start on its 1927 season at 
Wilmette Golf Club, Wilmette, 
Ill., May 5. This club is 
where the association opened 
last year and the same record 
attendance is expected this 
season. In succeeding months, 
the Chicago golfers will play 
Glen Oak, Olympia Fields, 
Glen Flora, Westward Ho and 
Calumet. They also plan to 
zo back to Battle Creek, 
Mich., again to win back the 
honors they lost last year to 
the Michigan Trade Golf Association in an inter-associa- 
tion match. 





Frank B. Hackett 


Mr. Hackett stated in his announcement that a special 
feature is being arranged for each tournament this year. 
A tri-meet with the master plumbers and the heating and 
ventilating engineers is planned for one of the tourna- 
ments. 





CHARLES G. GROSS, SR., CALLED BY DEATH 

Charles G. Gross, Sr., a pioneer in the iron industry 
died at his home, 1444 Alabama avenue, Dormont, Pa., 
April 13. He was in his seventy-eighth year, and had 
been connected with the A. M. Byers Co. of Pittsburgh 
for sixty years. He was born in Constatt, Wurtenberg, 
Germany, and came to Pittsburgh in 1867, joining the 
Byers organization in that year. In recent years he has 
been assistant to the president of that company. He is 
survived by his widow, eight sons, five daughters, and his 
sister. 





EDGAR RAYSOR CALLED BY DEATH 


Sdgar Raysor, who was well and favorably known 
throughout the country in the plumbing and heating field, 
died at his home in Philadelphia, on Friday, April 22, in 
his 66th year, after a long illness. Mr. Raysor up to the 
time he was confined to his home was fittings sales man- 
ager of the Stanley G. Flagg Co., Inc., Philadelphia. He 
came to Philadelphia from Charleston, S. C., when a 
young man and joined the Stanley G. Flagg Co., Inc., in 
1893, and has been in charge of the sales for the past 15 
years. His wife survives him. 





WILL HOLD FIRST MEET ON SHACKAMAXON GOLF 
LINKS 


The first meet of the newly organized Plumbing and 
Heating Trades Golf Association of New Jersey will be 
held at the Shackamaxon Golf Club, near Westfield, N. J., 
on Tuesday, May 3. The announcement was made by 
Edward M. Robinson, captain and chairman of the tourna- 
ment committee. The course selected, which is noted for 
its island green, is the home club of President F. W. 
Engelberger. The association will hold six meets this 


year, it is stated, one each month from May to October, 
inclusive, 
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TRENTON MASTER PLUMBERS ENTERTAINED BY 
LOCAL POTTERS AND JOBBING HOUSE 

Members of the Master Plumbers’ Association of the 
city of Trenton, N. J., were guests of the Trenton Potteries 
Co., Thomas Maddock’s Sons Co., and the G. & H. Supply 
Co., all of Trenton, at a meeting of the Kiwanis Club, 
held on Wednesday, April 13. The club was addressed by 
Colonel W. G. Archer of the National Trade Extension 
Bureau. 





Cc. S. D. L. GOLF MEET CHANGED 


The golf meet, dinner and cabaret originally scheduled 
by the California Sanitation Development League for April 
1, to take place at the Lake Merced Golf and Country 
Club, but which was necessarily postponed due to in- 
clement weather conditions, is now scheduled for May 6. 





Cc. Ss. D. L. GOLFERS HAVE BIG DAY AT INGLESIDE 

Perpetual ownership of the Willard Chamberlin trophy 
passed to Jackson Noble at the California Sanitation De- 
velopment League tournament April 12 when the golfers 
unlimbered their sticks at the Ingleside golf course near 
San Francisco, Calif. Mr. Noble’s low gross was 84. A 
low net of 71 was turned in by Robert Allman. 

The scores follow: Cruickshank, 98-23-75; Lamond, 
107-21-86; Leary, 109-23-86; Wilson, 101-24-77; Clark, 
104-23-81; MclIlreevy, 89-12-77; Allman, 93-22-71; Hey- 
man, 115-30-85; Rowe, 112-32-80; Goss, 113-28-85; Hus- 
ton, 101-24-77; Hunt, 109-27-82; Carlson, 117-32-85; 
Finch, 98-15-83; Howard, 99-12-87; Noble, 84-10-74; Gil- 
ley, 1106-29-77; Lees, 99-16-83; John O’Hair, 104-23-81; 
Henderson, 111-30-81; Mosher, 132-38-94. 

SAN FRANCISCO P. & H. SUPPLY SALESMEN ELECT 
OFFICERS 
There is no change in the 
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Support the Stack! 
THE; MEYER” 


INSERTABLE JOINT 


“" 

- ' 
, 

' 

' 

' 

: 


The powerful set screws 
grip the pipe and “‘takes 
up the slackin thestack.”’ 


Costs No More 


The ONLY insertable 
joint that supports the 
stack and holds the line 
at any height in the tel- 
aPatsnted,,  escope hub. 








Made Exclusively by 


SOMERVILLE IRON WORKS 


Warehouses and Sales Offices at 


Somerville, N. J. 3637 S. Ashland Ave. 9502 Quincy Ave. 
Chattanooga, Tenn. Chicago, Ill. Cleveland, O. 
300 Madison Ave., New York, N. Y. 























official personnel of the San-° 
Francisco Chapter of the 
Plumbing and Heating Supply 
Salesmen’s Association for the 
ensuing year, the old officers 
having been unanimously re- 
elected. The new membership 
of the directorate, however, 
elected at the meeting held 
at the Clift Hotel, April 5, 
is Walter Mead of the Hoff- 
man Specialty Co., Harry 
Hoopes of the Richmond San- 
itary Co., Frank Austin of P. 
E. O’Hair & Co. and Morgan 
Ebbets of the Republic Brass 
Co. At this meeting the fol- 5 1, pogsden, vice presi- 
lowing membership applica- dent San Francisco Chapter 
tions were received and ac- Pp. H. S. S. A. 
cepted: D. I. Murphy and Don 
Martin, both of American Radiator Co., and Thos. B. 
Mixter of the Standard Sanitary Mfg. Co. 

President Norman W. Farlow spoke encouragingly on 
the good news he hoped to have for the members upon | 
his return from the national convention at Newark, N. J., 








May 26, 27 and 28. He then introduced the speaker of 
the day, B. E. Jordan, sales promotion manager for the | 
Burroughs Adding Machine Co. Mr. Jordan is conducting | 
an extension class in salesmanship in San Francisco for 
the University of California, and he therefore chose this 

work as the subject for his talk. He smiled when he re- 

ferred to the necessity of cramming thirty hours of lec- | 
tures into a thirty-minute talk, but he accomplished it 
with very happy results. Mr. Jordan’s remarks were of an | 
intensely practical nature, 








ENGLEWOOD HOME 18 
WRECKED BY BLAST; 
DAMAGE 15 $35,000) 


Two Boys Narrowly Escape} *," 
Fatal Injury When Boiler Ex-| 
plodes and Tears Its Way |. 
Through Three Stories. a 
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MUCH FURNITURE RUINED 












By PAUL CROMELIN, JR: 
‘An explosion at two,o'clock yéster- 
day morning in the home of Henry 
W. Chadwick at 229 Grand avenue, 
Englewood, completely wrecked the 
house and its contents. 


Sectional view, Model 
No. 1 for guarding 
domestic Hot Water 
supply systems from 
explosions. 
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Not with a Red Top 


An explosion like this cannot happen with a Red Top Relief 
Valve, standing guard over the boiler. A moment’s forget- 
fulness in neglecting to turn off a gas heater cannot leave 
disaster in its wake 


A Red Top Relief Valve Model No. 1 automatically relieves 
rising pressures before they reach the danger point 


Protect your customers with Red Tops 


NEPTUNE METER CoO. 
50 E. 42nd STREET, NEW YORK CITY,N. Y. 
Branch Offices in Principal Cities 


Red fop Kelie? Valves 
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with Powers Shower Mixers 


There’s big money for the live Master Plumber 
who will present this wonderful Mixer to Golf 
Clubs, City Clubs, Hospitals, Hotels and other 
institutions, because it supplies an acknowledged 
demandfor a shower mixer that will regulate the 
temperature of the shower. That the Powers 
Shower Mixer fills the bill is attested by the rapid- 
ity with which it has been accepted and installed, 
to replace old fashioned mixers of all sorts. 


The Powers Shower Mixer keeps the 
Safety temperature of the water where the 
bather wants it. No chance of getting scalded. 
No slipping and falling on wet tile floors while try- 
ing to escape a sudden change in the temperature 
of the water. 


Comfort No waste of time trying to get 


water at the right temperature. 
When handle of a Powers Shower Mixer is turned 
to WARM, the water does not run hot one min- 
ute, and cold the next. It remains where wanted 
until the position of the handle is changed. 


Free Book Names of hundreds of users 


who have brought their 
showers up-to-date with Powers Mixers appear 
in our new 20-page book. It contains valuable 
information on showers—information that has 
money-making possibilities for Master Plumbers. 
May we send you a copy? 






The Powers RegulatorCo. 


2716 Greenview Ave. Chicago 


36 Years of Specialization 
in Automatic Temperature 
Control= Offices in 36 cities 


CThe. 
*'* POWERS 










SHOWER MIXER 
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NEW YORK CITY BOSSES ENTERTAINED BY SALFS. 
MEN’S ASSOCIATION 

Employers of New York 
City plumbing and heating 
salesmen were honored Sat- 
urday evening, April 9, by the 
members of the Greater New 
York Chapter of the National 
Association of Plumbing and 
Heating Salesmen, who held 
their annual Bosses Night at 
the Hotel Pennsylvania, New 
York City. The affair was a 
worthy successor to other 
Bosses Nights held by this as- 
sociation, as approximately 
150 salesmen, employers and 
master plumbers, a_ large 
share of them in evening 
dress, sat down to an excel- 
lent dinner. Harry Swenson, 
chairman of the committee in charge, had planned well, 
as had his assistants, William F. Weber, in charge of 
speakers, Harry LaCroix and Jack Flemm, who looked 
after arrangements, and William Munch, who handled the 

The evening started off auspiciously when C. A. Falk 
of the Chicago Pottery Co., a member of the association, 
took his hearers ‘“‘On the Road to Mandalay,” via a splen- 
did baritone voice, and outside entertainers did their bit. 
Then, dinner over, President Harry LaCroix rose to wel- 
come the guests and turned the gavel over to Fergus 
McLoughlin, Manhattan master plumber, who acted as 
toastmaster. After congratulating the salesmen on their 
organization, Mr. McLoughlin introduced William F. 
Weber, national secretary, who explained the purposes 
and hopes of the national association, stating that funda- 
mentally the object was education for member salesmen. 

G. Lynn Sumner, president of the G. Lynn Sumner Co., 
Inc., New York City advertising firm, the next speaker, told 
of the specialization that is now taking place in business, 
emphasizing the necessity of co-operation in modern busi- 
ness and in social life as well. ‘‘An organization such as 
this is a vital thing in an industry,” he told his hearers. 
Talking of advertising, he said that advertising ‘‘is the 
news of merchandise.” 

Three men who have done much for the association were 
honored as the next feature on the program, honorary 
memberships being given Milton Lissberger, president of 
Marks Lissberger’s Sons Co., Long Island City, Cecil Far- 
rar, president of the Excelso Specialty Corporation, and 
L. C. Hart, New York City manager for Johns-Manville 
Corporation. Mr. Lissberger, incidentally, was the next 
speaker, thanking the association for the honor conferred 
upon him. He emphasized the fact that one must give as 
well as take in order to get the most out of life, and as- 
serted ‘“‘the man who does not confer with his competitors 
will soon confer with his creditors.” 

“Study your industry,” Mr. Farrar urged his hearers. 
“We have not started yet to exhaust its possibilities. There 
is a wonderful future here for everyone in this room if he 
takes advantage of his opportunities.’”’ Similar sentiments 
were echoed by Mr. Hart, who also, speaking as a sales 
manager, stated that in his opinion the employer is respon- 
sible for every salesman who does not make good, asking 
the salesmen to work with their employers for their mu- 
tual benefit. 

“The personal element is the biggest one in life and in 
business,” Colonel W. G. Archer of the National Trade 
Extension Bureau, another of the speakers, stated. Col. 
Archer congratulated the salesmen on the growth of the 
organization since he last addressed it two years ago, and 
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expressed regret that there were not more employers pres- 
ent at this meeting. James Brennan, past president of 
the Jersey City, N. J., Master Plumbers’ Association, the 
next speaker, informed the crowd that he and other mas- 
ter plumbers had learned that the “four letter button,” 
the A. P. H. S., means something, and he had formed the 
habit of looking at a salesman’s lapel when he calls. 

Besides the speakers, there were many other guests, 
these including J. Stockinger, president, and Larry Red- 
man, secretary, of the Queens branch of the Master Plumb- 
ers’ Association of the City of New York; T. P. McLough- 
lin, vice chairman of the board of governors of the Man- 
hattan branch; A. A. Alles, executive secretary of the 
Manhattan branch; George Arnone, secretary of the Bronx 
branch; Joseph Spellman, secretary of the Manhattan 
branch, and Martin Van Buren, secretary of the Jobbers’ 
Credit Association. William Kreuger, president of the 
New Jersey chapter of the salesmen’s association, and 
W. E. Carmichael, past president of the same body, to- 
gether with a delegation from that association, were also 
among those present. 





MANUFACTURERS EXHIBIT 
SHOW 

Several manufacturers’ products were shown at the an- 
nual Home Show, held in the Twenty-third Regiment 
Armory, Bedord and Atlantic avenues, Brooklyn, N. Y., 
April 2 to 9, inclusive. There were, however, a smaller 
number of plumbing and heating exhibits than has been 
the case for the past several years. 

Among the exhibits was one by the Domestic Stoker Co., 
of Brooklyn, this concern showing its stoker for domestic 
use. Charles Tisch, Inc., of Brooklyn, had an extensive 
exhibit of gas ranges. 

A. F. Jenkins, New York City, distributor for Jas. B. 
Clow & Sons, Chicago, maintained a booth, while the next 
exhibit showed the virtues of ball cocks manufactured by 
the J. & G. Brass Co., South River, N. J. 

Exhibits were maintained by the Delco-Light Co. of 
Dayton, Ohio, and the Servel Corp., of New York City, 
which firms showed refrigeration systems. In addition, a 
gas company showed as part of its exhibit, plumbing and 
heating products made by the following concerns: Lovekin 
Water Heater Co., Kompak Co., Honeywell Heating Spe- 
cialties Co., Minneapolis Heat Regulator Co., American 
Gas Products Corp., and the Home Incinerator Co. 


AT BROOKLYN HOME 





FAIRBANKS, MORSE & CO. TAKE OVER FAIRBANKS 
SCALE BUSINESS 

Fairbanks, Morse & Co. of Chicago have taken over the 
scale business of the Fairbanks Co. of New York. In 
1916 Fairbanks, Morse & Co. purchased the business of 
E. & T. Fairbanks & Co., with its scale factories at St. 
Johnsbury, Vt., and East Moline, Ill. The Fairbanks Co. 
of New York, however, held the distributing rights in the 
eastern and southern portions of the United States and 
abroad. The present transaction, therefore, gives Fair- 
banks, Morse & Co. complete control of manufacturing and 
distribution of Fairbanks scales. A factory in Birming- 
ham, England, and sales agencies in London and other 
cities in foreign countries are included in the deal. 





OAKLAND SALESMEN HEAR ALAMEDA CITY CLERK 

Following a fine luncheon served in the newly com- 
pleted Elks building at Oakland, Calif., the local chapter 
of the Plumbing & Heating Salesmen’s Association held 


its regular semi-monthly get-together meeting recently. | 


After the routine business had been disposed of, the 
members listened to an address by William Varcoe, city 
clerk of Alameda. 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets — Flush Valves — Self-Closing 
Basin Cocks—Combination Lavatory Fixtures—Pop- 
Up Wastes— Liquid Soap Fixtures, etc. 


Manufactured and Sold Exclusively by 


THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 























} Fp mrere- Automatically 
Oiled Power Pumps re- 
quire a minimum of attention 


The Deming 
“Oil-Rite” 
Fig. 809 
and render long, dependable 
service, at low cost. Fig. 809 
“Oil-Rite” is a typical exam- 
ple. Send for Special Bulletin 
featuring Fig. 809. Complete 

Catalogue upon request. 


THE DEMING COMPANY 
Established 1880 Salem, Ohio 


HAND AND POWER PUMPS 





O-B Brass Valves 


are made in the following styles: 
Flexitite Dise Gate Valves 
125 lb. Standard, Non Rising 
tem ,No. 2 
125 Ib. Standard Rising Stem, 
No. 21 
100 1b. Light Standard, No. 25 
Globe, Angle and Check Valves Renewable 
Brass 0-B 


Radiator Valves 
Flexitite Disc, Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Packless Graduated, No. 35 
Union Elbows, No. 45 


‘ Dise Dise 
150 Ib. Standard.........ccccccscceccece essese No. 10 
125 Ib. Standard... .........ccceececeees No. 1 No. 15 
100 Ib. Light Standard.........6..6++5++ No. 1) as 
ee errr rrr et No. 2 No. 


Lock and Shield..........eeeeeeeereceee 





Flexitite Disc 
Gate Valve 
Patented 


OHIO BRASS COMPANY 
Mansfield, Ohio 
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W hat’s the Sense of 
Paying Profits Back? 


There’s no sense in cashing a customers 
check if you have to spend your good 
time on service and repairs. Adjusting 
complaints isn’t profitable. Kicking cus- 
tomers won't send you new business. 
Think it over. When it’s cellar drainage 
Write for Pulletin MJ 427 
and specify 


TABER 


Midget SUMP PUMP 


N.Y. Office Tel. Lexington 8945 


| Ohi 


automatic 
FLOAT SwiTcH 


TABER PUMP CO., BUFFALO, N. Y. 
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UR MARKET 


Out in the suburbs and the rural districts, only 
a few miles from your shop — there’s where 
your market for Autowater Systems begins. 
You can turn this market into profitable bus'- 
ness. Put a Goulds Demonstrator on your 
delivery truck. Actually show your customers 
how the Goulds Autowater System works. 
Point out the Goulds eight exclusive features. 
Tell why the Goulds vertical type pump is 
superior to the typical horizontal pump found 
in most of the lower-priced water systems. 


Why not send the wate- s pply problems 
of your prospects to our kural fervice 
Department. A staff of trained engineers 
is always at your service, ready to give 
unbiased recommendations on the right 
systems for your prospects’ needs. No 


obligations involved. 


features found only in 
Goulds Autowater Systems 


Automatic Oiling Pump—Requires oil- 
ing once in two or three months. 

Outside Packed Plunger — Easy to re- 
pack, without taking pump apart. 
Two Large Rubber Valves — instead of 
four small ones. ; 
Air Valve —no working parts to give 
trouble 

Bleeder Valve — Keeps pump 
always primed. Self -clean- 
ing. 

Crankshaft 
steel. 

Airand Vacuum Chambers 
—Extra large. 

Floating Belt Tightener 
instead of spring tension 
type. 


drop forged 


Send for Catalog 15, showing our 
complete line of electric and en- 
gine driven Autowater Systems. 


GOULDS PUMPS, Incorporated, Seneca Falls, N. Y. 


OULDS 


AUTOWATER SYSTEMS 


RUNNING WATER IN EVERY AMERICAN HOME 
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Personal Mention 


J. W. Oliver, first vice president of the Standard Sanitary 
Mfg. Co., Pittsburgh, Pa., called at the Portland and Se- 
attle headquarters of the company on his recent trip to the 
Pacific Coast. 

John Fraser, president of the Milwaukee Valve (o., 
Milwaukee, Wis., visited New York City during the week 
April 18. Mr. Fraser spent some time visiting with 
his New York representatives, the Hills-Stevens Co., Inc., 
in Grand Central Terminal building. 


of 


H. P. Wilson of the Richmond Sanitary Co., San Fran- 
cisco, Calif., has just returned from an extensive trip 
through the Sacramento and San Joaquin Valleys. 

Benjamin F. Blair, of the Standard Sanitary Mfg. Co., 
Francisco, Calif., returned recently from a trip to 
Stockton, Sacramento and other valley points. 


William formerly branch manager for the 
Richmond Co., at Oakland, Calif., is now con- 


nected with the Kohler Co., San Francisco, Calif., branch, 
on promotion work. 


San 


Clement, 
Sanitary 


H. M. Friesley, general manager for the M. Stulsaft Co., 
San Francisco, Calif., returned April 23 from a ten-day 
which included some of his company’s branches, 
stopping at Sacramento, Stockton, Fresno and San Jose. 

Jackson Noble was recently 
appointed sales supervisor at 
San Francisco for the Kohler 
Company of Kohler, Wis. In 
addition to his new duties Mr. 
Noble was lately re-elected as 
secretary of the local chapter 
P. & H. Supply Salesmen. 
J. U. Farr, 221 Stovall’s 
Professional building, Tampa, 
Fla., has recently been ap- 
pointed to represent the 
Beaton & Cadwell Mfg. Co., 
New Britain, Conn., in the 
Florida territory. B. W. Brad- 
ford of Charlotte, N. C., has 
been appointed to represent 
the same company in North 
Carolina, South Carolina, Vir- 
ginia and Tennessee. 

Edward Walther, former manager of the Davenport, 
Iowa, branch of the N. O. Nelson Mfg. Co., St. Louis, Mo., 
lias purchased an interest in the May Co., plumbing and 
heating wholesalers of Galesburg, IIl., and will open a 
branch of that company in Davenport. Mr. Walther is 
vice president, general manager and director of the May Co. 

Guy F. Smith, of the Philadelphia branch of H. B. 
Smith Co., Westfield, Mass., recently made a trip through 
the Cumberland valley, calling upon wholesalers in com- 
pany with George H. Massey, the company’s salesman for 
that territory. 

R. H. Smith, who represents the F. N. DuBois Co., Inc., 
Newark, N. J., in the New England territory, is opening 4 
new office at 62 Summer street, Boston, Mass. Mr. Smith 
is making arrangements to have the company’s line of fix- 





of 





Jackson Noble 


| tures on display there. 


Thomas E. Thomas, who formerly represented the 
Speakman Co., Wilmington, Del., in the Atlanta, Ga., ter- 
ritory, has been transferred to the Baltimore and Wash- 
ington district by his company. The change became ef- 
fective this week. 

S. N. Stevens, president of the Hills-Stevens Co., Inc. 
with home offices in the Grand Central Terminal building, 
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New York City, left April 23 for an extended trip through 
the New England territory. While in Boston Mr. Stevens 
plans on spending some time with M. R. Palin, vice presi- 
dent of his concern, whose office is in the Park Square 
building. Together they are intending to visit both the 
Milford Iron Foundry and Haydenville Co., which con- 
cerns the Hills-Stevens Co. represents. 


Kk. R. Rasmussen, for the past twelve years an associate 
of the staff of M. L. Kline Co., Portland, Ore., has been 
appointed sales manager of that company. 

A. H. Jorgensen, who was 
recently appointed sales rep- 
resentative for the Ireland & 
Matthews Manufacturing Co. 
of Detroit, Mich., to cover 
Chicago and vicinity, with 
headquarters in Chicago, was 
formerly connected with the 
National Plumbing & Heating 
Supply Co., Chicago, for a pe- 
riod of 7 years, covering 
Michigan and Indiana. Pre- 
vious to that he was con- 
nected with the Cochran-Sar- 
gent Co., in St. Paul, Minn., 
having been in charge of 
its showroom in that city for 
A. H. Jorgensen 5 years. 

















GENERAL WATER HEATER CO. ENTERTAINS AT 
S. D. L. MEETING 

The General Water Heater Co. arranged the program 
for the March meeting of the Southern California Sanita- 
tion Development League of Los Angeles, and the more 
than 300 present were highly entertained and instructed. 
An innovation, at least as far as League meetings are 
concerned, was the interspersing of musical and entertain- 
ment numbers during the progress of the dinner. 

At the conclusion of the dinner Ralph Hinckley, gen- 
eral manager of the General Water Heater Co. took charge 
of the meeting and after making a few preliminary re- 
marks and telling an apropos story or two, introduced 
Kenneth White, sales manager of the company, who acted 
as leader for the program which followed. This consisted 
of two parts, a musical program and a moving picture of 
the factory processes employed in the factory of the water 
heater company. This traced the manner of heating water 
from the primitive hot stones of prehistoric times to the 
development of the modern household hot water heater 
and went elaborately into special diagrams illustrative of 
the scientific principles involved in the design and con- 
struction of the latter. The factory processes were followed 
through from the receipt of the raw materials to the 
production of the finished product. 

The second portion of the program was an address by 
William G. Farrell, who is chairman of the committee in 
charge of tourist propaganda favoring Southern California 
in general and Los Angeles in particular under the 
auspices of the Los Angeles Chamber of Commerce. Mr. 
Farrell is an enthusiast on the subject of Los Angeles and 
in tracing the history of the city from its early founda- 
tion up to the present time laid stress upon the fact that 
What had been accomplished had been achieved primarily 
through the effects of co-operation. In this connection he 
drew the inference that the plumbing industry might 
profit as well from the right kind of co-operation and in 
closing told his auditors that they stood right at the verge 
of a new era wherein there should be developed a vast city 
here which must look to the plumbing profession for 
Sanitation and cleanliness. 
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PRESSURE 

THE DAYTON “Cub,” shown to the left, 

with a capacity of 200 gallons per hour and 

selling at the low price of $85 f. o. b. factory, 

is unquestionably the outstanding value on 
the market today. 


Yet it is as truly a dependable DAYTON as 
any of our larger models in the complete line 
of water systems and water softeners which 
are internationally known for dependable, 
trouble-free service and which are priced 
correspondingly low. In the complete line 
are models for any requirement. 

Write today for full details of the DAYTON 
dealer plan. Let us tell you why DA YTON 
offers an unusual proposition for adding clean 
cut profits to your business. 


The Dayton Pump & Mfg. Co. 


DAYTON, OHIO, U.S. A. 
























PIPE HANGERS 








SAFE! 


Perfection Jumbo Pipe Hangers are safe. 
You can depend on them to stand up 
anywhere under almost any conditions. 


You'll find Perfection Jumbo Pipe Hang- 
ers easy to install and a credit to any job. 
pe From your jobber. 
BEATON & CADWELL MFG. co. 
&stablished 1894 


NEW BRITAIN, CONN. 


American ANTI- SYPHON 
TRAP 


HEADQUARTERS 








Full Cast Body 
Ground Joint on Outlet 
The Best 


WE MAKE AN EX- 
TENSIVE LINE 








American Sanitary Mfg. Co. 
ABINGDON, ILL. 




















Telephone: Lawndale 1850 - 1851 


Ingot Brass 


Smelters and Refiners 
High Quality Metals 
Metals made up to specifications. 


R. LAVIN & SONS 


2511-2525 W. 21st St. 
John Hartman, Sales Mgr. Chicago, Il. 
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New Trade Literature 


Folder of D. A. Ebinger Sanitary Mfg. Co. 

An illustrated folder, entitled the ‘‘Eddy Sink,” and fea- 
turing the advertising being done at the present time by 
the D. A. Ebinger Sanitary Mfg. Co., of Columbus, Ohio, 
is being distributed by that company. The inside pages 
outline the national campaign being conducted in various 
business papers and other advertising media. The back 
page describes the two-compartment sink, consisting of 
a washing bowl and rectangular compartment equipped 
with a folding wire drain basket. 

Herman Nelson Corporation’s Bulletin 

A bulletin being distributed by The Herman Nelson Cor- 
poration, of Moline, Ill., describes the concern’s unit heater 
and radiator. The method of installation and construc- 
tion is described and several sectional views are given. 
The bulletin also includes two pages of capacity tables. 

“Every Modern Convenience—Except One” 

An envelope insert with the above title is being dis- 
tributed by Williams Oil-O-Matic Heating Corporation, of 
Bloomington, Ill. The folder contains a series of cartoons 
depicting a home-owner enjoying the telephone, electric 
light and radio, and then firing his furnace. 

Johns-Manville Corporation’s Booklet 

“Concerning Your Business’’ is the title of an interest- 
ing booklet recently issued by the Johns-Manville Corpo- 
ration, New York City. After a foreword by B. C. Mc- 
Clure, general manager of the insulation and power spe- 
cialty departments, the booklet points out to readers that 
they are in business for three reasons, to make money, to 
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make more money and to establish themselves perma- 
nently. Johns-Manville helps in the form of reproductions 
of advertisements carried by the company in national and 
business paper advertising, and in blotters, calendars, en- 
velope stuffers, movie slides and the like are shown. The 
company’s electro service is also explained and a list of 
offices maintained is given. 
Dean Hill Pump Co.’s Catalog 

Dean Hill Pump Co., of Anderson, Ind., has just issued 
a pamphlet containing several bulletins on centrifugal 
pumps. Among the various kinds of centrifugal pumps 
described are multi-stage, double suction, horizontal single 
suction, single suction vertical and deep well. Recip- 
rocating deep well pump heads are also included. Diagrams, 
cross section views and specifications are given in the 
bulletins, 


Barnstead Automatic Water Stills 

“A Complete Handbook of Barnstead Water-Distilling 
Apparatus for All Purposes” is the title of a pamphlet 
recently issued by Barnstead Still and Sterilizer Co., Inc., 
of Boston, Mass. The pamphlet describes the many uses 
of distilled water for scientific, industrial, commercial, 
professional, and domestic purposes. The company’s 
automatic water still is also described in detail. 


Thermal Appliance Co.’s Folder 

“Oil Burner Furnishes Domestic Hot Water, Too”’ is the 
title of a four-page letter-sized folder just issued by the 
Thermal Appliance Co., New York City. The cover is 
printed in blue and white and shows a woman’s hand turn- 
ing a hot-water faucet. Two blue prints take up much of 
the space on the inner pages. One shows a summer and 
winter combination using an oil burner steam boiler, pat- 























SIMPLICITY OF OPERATION 


ELECTRIC SUMP PUMP 


1036 Beaubien St. $3 Detroit, Mich. 
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ented pressure controls and the company’s water heater, 
with hot water supply controlled from the boiler water. 
The other is a summer and winter combination of the 
same factors, with hot water supply controlled from a 
tank. A description of the installation and operation of 
each method is also given. The back page gives a descrip- 
tion of the sizes and operating characteristics of the com- 
pany’s semi-indirect water heater. 
Cohoes Rolling Mill Co.’s Handbook 

The Cohoes Rolling Mill Co., Cohoes, N. Y., has recently 
issued a new handbook price list on its wrought iron pipe. 
This book has been prepared with an attractive red cover, 
and this color has been used to good effect throughout the 
book, particularly in a cut of a workman before a fire. 
Photographs of typical buildings in which installations 
have been made are shown, as well as various kinds of 
pipe and fittings made by the company, and tables of in- 
terest to contractors and estimators have been included. 
The booklet contains 40 pages. 


New Equipment 


New All Metal Access Panel 

A new access panel for plumbing and heating systems 
has recently been put on the market. The panel, which 
is all metal, fits flush with the wall. The frame and 
panel will not warp, shrink, swell or twist, and is easily 
installed, according to the makers. 

In attaching the panel to metal lath, small bits of wire 
are used. Nailing is the method used to attach the panel 

















to wood laths, and nails in the plaster joints or mortar 
are the best methods for attaching to tile walls. 

When the panel is closed and papered over, it makes a 
smooth surface and is not apparent from the outside. 
Where paint is used, putty in the seams makes it invisible 
also. To find the panel in a finished wall, a light tap will 
locate it immediately. With a knife the panel can be cut 
out of the wall with little damage to the surface, accord- 
ing to the makers of this device. The panel is pried out 
easily and the necessary repairs made. The manufacturer 
Claims that this metal access panel offers a neat finish, 
low cost and ease of installation. 
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Just as Important as the Pipe 


Brass pipe for plumbing 1s economical only when the fittings 
used are of a quality that will last as long as the pipe—yet while 
the pipe itself is specified as to make with great care, compara- 
tively little attention 1s paid to the selection of the fittings. 


“McR” Brass Pipe Fittings are made by one of the oldest brass 
manufacturers in the country with definite knowledge of the 
service they must perform. They are full iron pipe size, have 
accurately cut threads and may be depended upon to last or 
outlast the pipe, Every fitting is water pressure tested and 
guaranteed absolutely 


Take no chances on your brass pipe 
jobs. Insist on “McR” Fittings. 
Your jobber can supply you. 


One MERAE & ROBERTS CO., 


DETROIT MICHIGAN 
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No. H 491-492 Specialties of 


1 R and 1L i 
: all kinds for 
os * a4 inch all uses. 


Patented May 26, 1914 


QUALITY 


Cast from the best metals, Central special- 
ties are designed for easy handling and hard 
usage. 

Above is shown one right and one left hand 
2inch hub. The tops of the soil and waste 
branches are all on the same level. 

You ought to have the Central catalog, not 
only for convenience in ordering fittings but 
for the valuable plumbing data it contains. 

Write for it today. 





CENTRAL SPECIALTY CO. 


DETROIT 33 MICHIGAN 
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Plumbing Specialties 


Sinks Sink Fittings 


Repair Plates Cesspools 
Water Boxes Vent Boxes 
Cesspool Plates Vent Caps 


Boiler Stands 
Wash Tray Legs 
Cleanouts 
Fresh Air Inlets 
Drive Ferrules 
Service Boxes 
Roadway Boxes 


Refrigerator Drains 
Boiler Rings 
Manhoff Fittings 
Trap Screws Ferrules 
Hydrant Tops 
Sisson Joints 

Gas Drip Boxes 


Sand Traps Solder Pots 
Ideal Closet Bends Ideal Flanges 
P”’ Traps “S” Traps 


Running Traps Drum Traps 
Anti-Syphon Self Cleaning Traps 


Soil Pipe, Soil Fittings, and Cast Iron 
Plumbing Specialties 





SANITARY COMPANY OF AMERICA 


Linfield, Pa. East Greenville, Pa. 





ST. LOUIS ASSOCIATION HOLDS SUCCESSFUL DINNER 
DANCE 


The St. Louis, Mo., Association of Master Plumbers held 
its annual Spring dinner dance at the Statler Hotel in that 
city on Tuesday evening, April 19. With very few excep- 
tions it was strictly an association affair, and more than 
three hundred and fifty master plumbers with their fami- 
lies were in attendance. Following a well-arranged din- 
ner, during which entertainment was provided, the ban- 
queters danced until it was time to go home. 


Obituary 


William V. Ryan 

The Master Plumbers’ Association of Philadelphia an- 
nounces with regret the death on Thursday, April 21, of 
an association member, William V. Ryan, who formerly 
conducted a plumbing business at 2079 North Sixty-third 
street. A large delegation of members attended the fu- 
neral, held from the residence, on Monday, April 25. 

Walter N. Thornton 

Walter Newson Thornton, one of the best known men 
in the plumbing and heating business in Norfolk, Va., 
died at his residence in that city, on April 12, after an 
illness of some duration. He had been in business more 
than 30 years. A large delegation from the Master Plumb- 
ers and Heating Association of Norfolk, Va., Inc., at- 
tended the funeral, and the association sent a large floral 
tribute to his memory. His wife and two daughters sur- 
vive him. 
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We'll Work 
Together 


“By this time you all have met my brother, Type B. 
Bead. You know that he’s a regular fellow and that he 
can give you good service. 


But we have decided to help you still more. You can 
now buy Type B’s chain with this new combination 
coupling—or if you prefer can specify the same chain 
with Type A coupling, which is my own. 


We'll try to give you what you want. Just ask us 
for it.’’ 
Bill Bead. 








USE 


BEAD CHAIN 


FOR PLUMBING _4 





Trade Mark Reg. U.S. Pat. Off. 


The Bead Chain Manufacturing Co. 


Bridgeport, Connecticut 
Canadian Representatives: Stanley Brock, Ltd., Winnipeg 
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April 27, 1907. 

Jenkins Manufacturing Co., Inc., of Bloomfield, N. J., 
will on May 1 move its New York sales office from 13-21 
Park Row to 20 Vesey street. 

1907. 

The officers and heads of the various departments of 
the Standard Manufacturing Co., of Pittsburgh, Pa., held 
their second annual banquet on Saturday evening, April 
20, at the Fort Pitt Hotel. 

1907 
Robert L. Gifford, of Chicago, has received patent on a 
heating system. The patent has been assigned to Illinois En- 
gineering Co., of Chicago. 








1907 

F. A. Clegg & Co., of Louisville, Ky., have been awarded 
the contract for installing heating and ventilating systems 
in the Duker Avenue school in that city. 

1907 

The Tennessee Association of Master Plumbers held its 
annual convention in the Knights of Pythias Hall, Mem- 
phis, on April 23. President J. L. Evans occupied the 
chair. Frank A. S. Herbrick, of Nashville, was elected 
president for the ensuing year. 

1907. 

The annual convention of the Associated Master Plumb- 
ers of Texas was held in the Elks’ Hall, San Antonio, on 
April 17 and 18. Joseph Netzer, of Laredo, was elected 
president for the coming year. 
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New York Heating Men to Carry On 
(Continued from Page 39) 


Herbert A. Snow, chairman of the National committee 
on certified heating, spoke on “The National Association 
and its Relation to Certified Heating.’’ He said that if 
certified heating is handled by the National association 
the way it should be, the membership would be doubled in 
two years. He told of several meetings of the certified heat- 
ing committee to consider the question of a further pro- 
gram for the National association. It was decided that 
a free publication be sent out by the National association, 
according to Mr. Snow. It was to consist of: a definite 
program for establishing certified heating; a manual for 
association executives; a booklet on ‘‘Heating’’ to be used 
to explain what certified heating is. He also said that 
there would be a series of pamphlets for distribution over 
certain periods of time. 

Mr. Snow thought that the National association should 
immediately put into the field a man to propagate certified 
heating throughout the country. He told, too, of the need 
for a slogan and insignia for the National association, and 
said that the slogan ‘Certified Heating Assures Comfort’’ 
had been approved by the National association. In closing, 
he urged the assembled delegates to go on record as en- 
dorsing certified heating regardless of how they thought 
it would affect them personally, as it was undoubtedly a 
good thing for the country at large. 

Speaking as a manufacturer of heating products, Walter 
C. Kimball of the International Heater Co., Utica, N. Y., 
told of the manufacturers’ opinion of certified heating. 
He said that the fault of irregular rating of boilers might 
well be placed at the manufacturers’ doors in many cases. 
He showed instances of manufacturers’ rating sheets hav- 
ing been changed to give a higher rating on the same 
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boiler, and felt that certified heating might help a great 
deal in driving out the undesirable element which over- 
rated boilers in that fashion. He said that the four organ- 
izations most interested in the problem of boiler regulation 
and standardization, the National Association of Boiler and 
Radiator Manufacturers, the Heating and Piping Contrac- 
tors National Association, The American Society of Heat- 
ing and Ventilating Engineers, and the American Society 
of Mechanical Engineers, should co-operate to make for 
its successful solution. 

He congratulated the association on its standardization 
of methods of figuring radiation, and said it has been a 
good step toward certified heating. Mr. Kimball. closed 
by evincing optimism at the outlook of the building pro- 
gram, and said that there were a large number of homes 
in New York state which were in need of adequate heat- 
ing systems. Business was not to be poor in the future 
according to him. 

Robert T. Herz of Chicago spoke on “Certified Heating 
as an Advertising and Sales Aid.’’ He told of how Chicago 
was the pioneer in the certified heating movement, point- 
ing out some of the difficulties the Chicago association had 
encountered which had prompted the movement. Mr. 
Herz showed some of the advertising mailing pieces used 
by the Chicago association in giving the movement public- 
ity, emphasizing the fact that the seal was put forward 
in the pieces. He said that the mailing list is gone over 
every sixty days, so no one can forget that certified heat- 
ing is on the market and is a very desirable thing in the 
way of heating installations. 

After a thorough discussion of certified heating, it was 
recommended and passed that the New York State asso- 
ciation recommend to the National association at its con- 
vention in June, that certified heating be adopted as a 
National program. 








New factory of Uniflow Mfg. Co. Moved to Erie, Dec. 1, 1926. Manufacturers of 
Automatic Electric Pumps, Water Systems, Septic Tanks and Water Softeners. 


Ten Reasons Why We Moved Our Plant To 
ERIE 


1. Close to raw material supply, foundries, etc. 

2. Good labor market—open shop—reasonable 
wage scales. 

3. Low electric power rates—two competing 
power companies. 

4. Close to center largest buying public. 


5. Quick deliveries — four main line railroads. 
6. Cheap freight rates—Lake shipping. 

7. Good water— Lowest rates in the country. 
8. Good housing conditions. 

9. Low cost of living. 

10. Manufacturers co-operate. 


Investigate ERIE! 
WRITE 


| ERIE INDUSTRIAL BOARD, ERIE,PA. | 
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JOSEPH S. MONTAGUE, 


Plumber of Lockland, Ohio 
(Suburb of Clncinnati) 


Says: I recommend and install 
EverHot Heaters because there 
are no comebacks or call-backs, 
each one means another satis- 
fied customer fcr me. I have 
been selling EverHots for over 
eighteen months and installa- 
tions average eight a month now. 


~ bveslot eater Co. 


Det 


ind Si 


roit, sgt 


in 44 Cit 














A type and size for 
every building from 
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Kalamazoo 


the skyscraper to 
the cottage. 


installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 
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B. Joseph O’Donnell of the National Trade Extension 
Bureau, Evansville, Ind., spoke on the importance of in 
cluding the correct overhead on all bids. He pointed oni 
what items constitute overhead, and urged the men 
include every one of them when making out the overhead 
In closing he told of the experiences of the General Federa- 
tion of Women’s clubs, and the results they had received 
from a survey to determine how many homes were ade- 
quately equipped with heating systems. The percentage 
of those with adequate equipment was decidedly low, 
cording to Mr. O’Donnell. 

Henry B. Gombers, of New York City, recording secre- 
tary of the state association, spoke on ‘“‘The Importance 
of Membership Work,” and urged the members to go out 
and try to increase their numbers. Joseph C. Fitts, assis- 
tant secretary of the National association, also added a 
few words to Mr. O’Donnell’s talk on overhead. W. T. 
Leonard, Eastern sales manager of the Columbia Radia- 
tor Co., talked on ‘‘Certified Salesmanship,’”’ and pointed 
out that the outstanding salesman gives honest value to 
the customer and to the house he represents. He said, 
“Business and the practice of business is getting better, 


to 


ac- 






basis of salesmanship.”’ 





because the standards of men are higher. 


Character is the 
He said that every salesman 


should sell a certain job, not a certain price. 
Harold Thompson of the Oster Mfg. Co., 


talked on 











“GOLD NUGGET” 


BRASS FERRULES 


The manufacture of quality brass 
ferrules is a specialty wito us. If 
you want to give your trade high 
grade,accurately madeand nicely 
finished d ten the 





Richmond Line. Our large ware- 
house stocksard unexcelled ship- 
ping facilities r makes jeading with 





RICHMOND 





Foundry&ManufacturingCo. 
RICHMOND, VIRGINIA 
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If you contemplate installing a new power pump for mill, mine or 


not as yet reached a decision as to the type 
your requirements, we invite attention to 
MYERS SELF-OILING POWER 
PUMPS for shallow or well service. 
Positive os wn gn th we work. 
ing parts, improved method of 
— power application and other late 
features permit of continuous 
twenty-four hour operation with- 
out attention, reduce accidents, 
fy, wear and breakage to the mini- 
mum, and provide a uniform 
water supply at alow cost. Infor- 
+) __ mation and literature on request. 
Dealers write us 
Sor prices and terms. 


TheF. E. MYERS & BRO. CO., Ashland, Ohio 
Ashland Pump and Hay Tool Works 
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| proof, of concrete, steel and brick construction. 





“Modern Salesmanship in the Heating Industry.” He de- 
scribed the different classes of buyers and endeavored to 
show how to read human nature and take advantage of 
it in selling. By understanding human nature, Mr. Thomp- 
son declared that he could get closer to his prospect, and 
present his goods in such an appealing manner that the 
prospect will want the product more than the money it 
takes to pay for it. He closed by saying, “Be a better 
competitor if you want to eliminate unfair competition.” 

Cecil W. Farrar, president of the Excelso Products 
Corp., Buffalo, N. Y., gave his talk on “Living Comfort.” 
He told of the necessity of selling the idea of living com- 
fort to the home owner instead of trying to get him to 
take just any kind of job merely on the basis of price. 
Joseph Burns, of the American Radiator Co., talked on 
“The Prospects for 1927.’ Quoting the reports of the F. 
W. Dodge Corp., Mr. Burns showed that business was 
almost on a par with that of last year. He pointed out, 
however, that even if conditions in the building industry 
were poor, there would be plenty of business for the heat- 
ing contractor who will merchandise his products or serv- 
ices. 


ENTERTAINMENT FEATURES 

MONG the entertainment features was a_ buffet 
A luncheon the first day of the meeting. That evening 
the annual banquet was held, and President Fraser acted 
as toastmaster. Charles G. Hanna, mayor of Syracuse, 
welcomed the delegates to the city, and Mr. Fraser re- 
sponded to the welcome. During the dinner the delegates 
and guests were entertained by an orchestra, several 
dances and songs, and a male quartet. Edward Joy, Jr., 
of Syracuse, was the chairman of the entertainment com 
mittee, and was given much of the credit for the success of 
the convention. 





Ben F. Hurst Co., of Richmond, Ky., was recently 


awarded the contract for the plumbing on the new Ad- 
ministration building for the Eastern Kentucky State 
Normal School, located in that city. This company has 
half-completed a contract for the Burnham Hall girl’s 
dormitory. Materials are now on the ground and the 
erection of a new machine and pipe shop for the Hurst 
company is well under way. The building will be fire- 
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Convention Dates 


May 2 and 3, 1927.—The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
ciated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Texas Hotel. 

May 9 and 10, 1927.—The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 

May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C., with headquarters at the Battery Park 
Hotel. 

May 9, 10 and 11, 1927.— Annual convention of the Kentucky 
State Association of Master Plumbers and Sanitary Engineers, 
at Newport, Ky. 

May 10 and 11, 1927.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at the Cos- 
mopolitan Hotel, Denver, Colo. 

May 10, 11 and 12, 1927.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at Pittsburgh, Pa. 

May 16 and 17, 1927.—The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. 

May 17, 1927.—Annual convention of the Women’s Auxiliary 
of the New Jersey State Association of Master Plumbers at the 
Elks’ Club, Newark, N. J. 

May 17 and 18, 1927.—Annual convention of the New Jerse) 
State Association of Master Plumbers at the Elks Club, 
Newark, 


May 17 and 18, 1927.—The annual convention of the Penn. 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 20 and 21, 1927.—The annual convention of the Oregon 
State Association of Master Plumbers, at Salem, Ore. 


May 23 and 24, 1927.—The annual convention of the Alabama 
State Association of Master Plumbers, at Birmingham, Ala. 

May 26, 27 and 28, 1927.—Second annual convention of the 
National Association of Plumbing and Heating Salesmen, at 
the Robert Treat Hotel, Newark, N. J. 

May 27 and 28, 1927.—Annual convention of the Association 
of Master Plumbers of the State of Washington, at the Daven- 
port Hotel, Spokane, Wash. 


June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Association, 
at West Baden, Ind., with headquarters at the West Baden 
Springs Hotel. 

June 2, 3 and 4, 1927.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 











June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry. 

June 6 to 11, 1927.—The national convention of the Ameri- 
can Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 

June 8, 9 and 10, 1927.—The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 


June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Minne- 
apolis, Minn., with headquarters at Hotel Radisson. 











June 21-24, 1927.—The ninth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at Minneapolis, Minn., with headquarters at the 
Radisson Hotel. 

June 28, 29 and 30, 1927.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
White Sulphur Springs, W. Va. 


August 9, 10 and 11, 1927.—The annual meeting of the Amer- 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 


Other Trade Events 
June 17, 1927.—Dual meet between the Delaware Valley 





Trade Golf Association and the Metropolitan Trade Golf 
Association, at the Pine Valley Golf Club, Clementon, N. J. 
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Trenton Brass Fittings are uniform. 
Every fitting of a like type is exactly 
the same as every other of its type. 
Each one is perfect in every detail 
and this makes for faster work and 
better jobs. 


y 


TRENTON BRASS & MACHINE CO. 


TRENTON 88 33 NEW JERSEY 


Represented by Rollin C. Wilson 
7 E. 42nd St., New York, N. Y. 
261 Franklin St., Boston, Mass. 
121 N. Broad St., Philadelphia, Pa. 
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More 
Profit 


Keep your 
money turning. 
* Many fair sized 
profits pay 
more net profit 
at the year’s 
end than a few 
large profits. 
Paul Bulldog 
Water Systems bring quick 


\ turnover on small investment. 
They sell readily because low 
priced for high value. Your 
capital won’t be tied up in dead stock if you carry 
Bulldog Systems. Write for new Bulletin on these 
money-makers. Ask for more NOW! 







The Fort Wayne Engineering & Mfg. Co, 
1706 N. Harrison Street Fort Wayne, Ind. 


Wi" PARLL Bulldog 








WATER SYSTEMS, 
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Shower and Tub Fixture 


(Several Pat2nts Pending) 
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A complete line of this popular 
fixture shown in our supple- 


ment catalog. 


Ask your jobber or write for copy. 


MANUFACTURED BY 


Milwaukee Flush Valve Co. 


Milwaukee, Wis., U. S. A. 
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Wisconsin Heating Contractors 


Add New Members 


(Continued from Page 40) 


should love it. If we are not happy in it, we should not 
be in it.”” He pointed out that only the heating contractor 
has the ability to make the heating industry a success. 
Mr. Hart suggested that the word ‘‘competitor’”’ be changed 
to the term “co-operator,” and said that confidence in 
one’s co-operator will profit the heating contractor. He 
told of a lot of new movements which will be beneficial to 
the heating industry, and said that certified heating will 
sooner or later be a national movement. Mr. Hart, in 
closing, urged the members to attend the National conven- 
tion in June, if at all possible. 

George M. Getschow of Chicago, chairman of the boiler 
output committee of the National association, told of the 
work being done by that committee. He continued by 
saying that the work of the industry depends solely on 





HERE ARE THE ANSWERS 
The questions will be found on page 15. 
1. The amount of heat necessary to raise one 


pound of water one degree. 
2. The Underwriters’ Laboratories in Chicago. 
3. By convection, conduction and radiation. 
4. Not less than 2 ft. in 100 ft. of length. 
5. A space absolutely empty or devoid of matter. 
6. The ‘Make a Wholesaler a Wholesaler’ reso- 
lution. 











the individual, pointing out that any one man can get out 
of association work only what he puts into it. He said 
that a co-operator does not wear horns, and that he is just 
like any other man. If approached in the right spirit, a 
competitor can always become a co-operator, according to 
Mr. Getschow. He said he often asked the opinion of his 
co-operators, and they would always give it to him. 

“I take my hat off to the manufacturers,” said Mr. 


Getschow, ‘“‘because they change prices when conditions 
warrant it.”” He went on to say that contractors do not 


. make like changes, and that they should. 


W. W. Hughes of Minneapolis, Minn., representing the 
National Trade Extension Bureau, told of the work being 
done by the bureau, and urged the members to give their 
full support to the bureau. He also told of the ‘‘Heat by 
Radiator’ campaign being put on by the Minneapolis mas- 
ter plumbers. He said that in Minneapolis last year a 
number of small homes was built, and that price was the 
greatest consideration instead of quality. They were all 
furnished with warm air heating systems, and the Min- 
neapolis heating contractors lost the business. Therefore 


the “Heat by Radiator” campaign was inaugurated in al 
effort to get some of the business in the future. Mr. 
Hughes pointed out that a hot water installation in one 
of the small homes usually averaged only forty to fifty 
dollars more than warm air, and the difference in the 
heating system was well worth the difference in price. 
The campaign is selling the home owners, architects and 


builders, and it is expected to bring more hot water heat- 
ing business to the association members. He also stated 
that the Minneapolis and St. Paul associations were plan- 
ning to broadcast some of the “heat by radiator’’ propa- 
ganda, and that the association seal was featured in all of 
the advertising. 

George F. Reeke of Green Bay, a state director, and 
John S. Jung of Milwaukee, National director, also gavé 


short talks, as did E. A. de la Ruelle, secretary-manager of 
the Milwaukee local association. 
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WITH MASTER PLUMBERS AND 





HEATING CONTRACTORS 








DELAWARE COUNTY ASSOCIATION HOLDS DINNER 
DANCE 

The Delaware County, Pa., Master Plumbers Associa- 
tion held a dinner and dance at the Masonic Club in Ches- 
ter, Pa., Thursday evening, April 21, between 300 and 
400 master plumbers, wholesalers, manufacturers, their 
salesmen, as well as their ladies, turning out for the 
affair. 

James F. Rhoads, the president, turned the gavel over 
for the evening to Leon Hand, who acted as toastmaster 
and introduced the various dignitaries, including State 
President James H. Lutz, Jr., of Harrisburg, who made 
the principal address. The excellent dinner was enlivened 
by community singing, and was followed by the speeches 
and the distribution of prizes, which were donated by the 
H. B. Smith Co., Turner Supply Co., Bridgman Co., John 
Doody, Marine Galligan Co., Richardson & Boynton Co., 
Abram Cox Co. and Fleck Brothers Co. 

Then came the dancing, the star event on the program, 
and the downpour of rain outside was forgotten in the 
delights of the good orchestra and fine dance floor. 





WILL SOON ELECT DELEGATES TO NATIONAL CON- 
VENTION 

The selection of delegates to,represent the Salt Lake 
City, Utah, Association of Sanitary and Heating Engineers 
at the National convention next June, will be made at 
May 5th meeting of that organization, according to the 
motion passed at the April 14th meeting. 

Will Rees, chairman of the board of governors, urged 
the members to take advantage of the advertising cam- 
paign, commencing April 17, featuring the heating of 
water by gas and conducted by the Utah Gas and Coke 
Company. By displaying hot water heaters in the plumb- 


ing stores, it is believed that many sales may be secured. 

Parley G. James, vice president of the Association, who 
is now in a Salt Lake City hospital following a major 
operation, was reported on the road to recovery. It will 
probably be a few weeks, however, before Mr. James will 
be able to be back at work. With the exception of Mr. 
James and Fred Spencer, who is supervising a large 
plumbing and heating contract at Honolulu, the entire 
membership was present. President Edmond G. Harris 
was in the chair. 





NEWARK HEATING CONTRACTORS’ BEEFSTEAK 
DINNER 


On April 20, Achtel-Stetter’s was the scene of the An- 
nual Beefsteak Dinner given by the Heating and Piping 
Contractors’ Newark Association. 

Part of each diner’s equipment was a large flowing linen 
apron. As the dinner progressed, it was quite evident 
that the aprons were only large enough inasmuch as beef- 
steak sandwiches, mutton chop sandwiches, lamb chop 
sandwiches, and whole mountains of French fried potatoes 
were consumed by the contractors and their guests. It 
seemed as though tons of broiled meats were available, 
and during the course of the dinner exceptionally fine pro- 
fessional talent entertained the assembly. 

A. A. Taaffe, secretary of the New Jersey State Asso- 
ciation of Master Plumbers, was on hand early as part of 
the greeters’ committee. 


After the dinner, William Kreuger, of Hart & Crouse 
Co., obliged with some of his fancy soft shoe dancing. 

Sveryone came early and stayed late, which is in itself 
a tribute to the ability of the committee to entertain in the 
royal Newark manner. 

Fred J. Engelberger was chairman and his hard working 
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associates were George L. Dennis and Royal S. Smith. 

Everyone left with the feeling that the dinner was 
bigger and better than ever and that the dinner should be 
held more frequently because of the spirit of good fellow- 
ship which prevailed. 





GRAND OPERA STAR WILL SING AT MINNEAPOLIS 
CONVENTION 

Something new in convention entertainment is being 
planned for the annual meeting in Minneapolis, Minn., 
June 21, 22 and 23, of the National Association of Master 
Plumbers. Under the direction of William J. Lang of 
Chicago, chairman of convention and exhibits, a complete 
program of entertainment has been worked out for each 
evening of the convention, while the ladies are assured 
of enjoyable luncheon and afternoon affairs. 








Lorna Doone Jackson 


/ 

Mr. Lang is asking all exhibitors to have their repre- 
sentatives in evening clothes, both in and out of the 
exhibit booths. He believes that a great many who at- 
tend the national convention would prefer to wear evening 
clothes, but have hesitated because of a feeling that such 
dress would be conspicuous. With a dinner dance every 
night from 6 to 8 o’clock, Mr. Lang hopes to make eve- 
ning clothes the accepted dress at the Minneapolis meeting. 

On the evening when the big new Minneapolis audi- 
torium is formally opened, an unusual entertainment is 
being prepared for the convention delegates and visitors, 
who will be preferred guests, and for the 8,000 Minneap- 
olis and St. Paul citizens who are also to be invited. One 
of the principal features will be the singing of Lorna 
Doone Jackson, a grand opera star and a contralto of 
international reputation. 

Plans are in progress between the Associated Plumbing 
Contractors of Chicago and the Milwaukee Master Plumb- 
ers’ Association to run a special train to the convention. 
Like the train to last year’s meeting, the special will leave 


Chicago Sunday morning, June 19. A stop will be made 


at Milwaukee to pick up the delegates there, and then 
will continue to Minneapolis, making one stop at La 
Crosse, Wis. 
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SOUTHERN CALIFORNIA OFFICERS MEET IN LOS 
ANGELES 

Twenty-one officials of the state association and local 
associations of master plumbers attended the first quar- 
terly conference of presidents and secretaries of master 
plumber associations for the year 1927, held at Master 
Plumbers’ Hall, Los Angeles, Calif., on Saturday, April 16, 
The meeting was presided over by C. R. Hutton, first vice 
president of the State Association of Master Plumbers of 
California, and C. M. Swinnerton, past president and chair- 
man of the committees in charge of arrangements for the 
twenty-sixth annual convention to be held in June at Yo- 
semite National Park, and Bruce Clark, state secretary, 


were the other state officials present. 

Of officials of local associations there were eighteen 
present, all from Southern California, as folllows: Presi- 
dents: R. I. Walters, Bakersfield; Ira E. Gould, Glendale; 
Lawrence Stuffler, Los Angeles; A. R. Burns, Northern 
Orange County; A. C. Hansen, Pasadena; P. R. Beeman, 
San Gabriel Valley; F. L. Parks, South Bay; Claude Hick- 
man, San Pedro; Harling Rhode, San Diego; Walter W. 
Wilmot, Santa Monica Bay. Secretaries: Frank H. Pilling, 
Glendale; Horace A. Wineland, Northern Orange County; 
R. N. Batterson, Pasadena; Fred C. Wright, San Diego; 
S. B. Cook, North San Diego; H. Tietz, Jr., San Pedro; 
Corliss McElroy, South Bay; B. R. Balsley, Santa Monica 
Bay. 

The conference was called to order by Vice President 
Hutton, and the minutes of the general conference held 
three months ago at Fresno were read by Secretary Clark 
and were approved by the conference. After roll call the 
chairman called on the presidents and secretaries in turn 
to report upon conditions and affairs in the various local 
associations represented. Every president and secretary 


present responded, and in the aggregate gave a very com- 
prehensive presentation of the present condition and fu- 
ture prospects for the association throughout Southern 
California. 

A. R. Burns, president of the Northern Orange County 
Association, reported the results of the ‘‘Burns Circular” 
campaign. The first report on this was given by Mr. 
Burns at the Fresno conference three months ago, and the 
circular itself was described in the report of that con- 
ference which appeared in ‘‘Domestic Engineering.’”’ This 
has been in use in the North Orange territory for some- 
thing over six months and President Burns says that on 
the whole this literature has reached the public in gen- 
eral. The results to date and the future possibilities of 
this species of advertising are just like those following any 
similar propaganda—namely, both are slow in coming in. 
Results to date have been considerable, but in their nature 
they are cumulative, and the possibilities for the future 
are very promising, according-to Mr. Burns. The lack of 
quick and certain returns, Mr. Burns added, are discour- 
aging to many master plumbers, and, because they cannot 
see an immediate realization of all they hoped for, it is 
a difficult matter to keep up their courage. However, most 
of the members of this association are committed to the 
plan and appear to be willing to wait for what the future, 
in the opinion of Mr. Burns, is certain to bring forth. 

The speaker said that it was a natural condition in 
most associations for interest to wax and wane. No off 
cial should be discouraged, he pointed out, if he failed to 
maintain the interest of the members to the highest de 
gree all of the time. The best that might be hoped for 
was to keep the association so active that a fair average of 
interest might be secured and the loyalty of the members 
to it retained, so that, whenever an emergency arose, the 
full activity of the entire membership might be counted 
upon to manifest itself. 

In the North Orange County association, he said, the 
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work of every association member was guaranteed by the 
association, and it was up to the individual plumber to 
see that the work he did was up to the standards set by 
the association. Also the public aspect of his equipment 
should be such as to inspire the confidence of the public 
in him as a competent and capable workman. For in- 
stance, Mr. Burns said that in his own case he was in- 
sistent upon a weekly inspection of all of the tools used 
by his journeymen. Also he was equally insistent that 
his men maintain a good personal appearance. No dirty 
or greasy overalls were tolerated. Also he kept his cars 
and trucks in a clean and sightly condition. In other 
words, he tried in every way possible to dignify his voca- 
tion into a real business. 


Mr. Burns extolled highly the system of letters sent out 
to every customer of an association member in the name 
of the association. Every member of his association turns 
in a list of all jobs done by him to the office of the asso- 
ciation, whereupon the assistant secretary writes a per- 
sonal letter to the customer thanking him for having em- 
ployed an association member to do his work, and empha- 
sizing the importance of the guarantee placed upon the 
work, which ran all the way from the work of the journey- 
man to the manufacturing source of the material sup- 
plied. This Mr. Burns considered to be the most impor- 
tant thing the association did and he said that it brings 
out the personal relationship between the plumber and 
the customer in a manner that is very important. 

Harold A. Wineland, secretary of the Northern Orange 
County Association, endorsed what President Burns said, 
but re-emphasized the importance of the personal letters 
sent to customers. He said that these letters were not 
form letters but were a personally written letter in every 
case. He said it took a lot of time—in fact, most of the 
time of the assistant secretary was thus employed, but, he 
said, experience had shown that it was one of the very 
best things the association ever had done to educate the 
public up to the point where it would employ an associa- 
tion plumber for whatever it had to have done. 

F. L. Parks, president of the South Bay association, 
said that his association was planning to adopt the Burns 
letter scheme in the near future. He adverted to the fact 
that so many master plumbers apparently did not know 
how to figure their work, and suggested that they should 
be furnished with some rational basis for estimating. 


A complete abstract of the addresses made by ‘other 
officers will appear in next week’s issue. 





MARYLAND ASSOCIATION’S ANNUAL DINNER IS 
HUGE SUCCESS 

It was worth waiting a year for, this fifth annual din- 
her dance and balloon bursting of the Maryland Master 
Plumbers Association, as every one of the 400 members 
and guests present at the affair held Easter Monday at 
the Hotel Emerson, Baltimore, Md., agreed. The fun 
began early and they were still dancing merrily in the 
wee small hours of Tuesday morning. The tables were 
adorned each with a centerpiece of pink and silver tulips. 
Each lady was presented with a gilded tiara and each 
gentleman wore a festive crepe paper cap. 

In the midst of the dinner, the committee sprang its 
first surprise. Each lady was presented with a hand- 
some case containing a gold compact, a lip stick holder, 
and a dainty comb. During dinner, too, the first of a 
Series of delightful songs was given by Mrs. Charles H. 
Stone, daughter of Charles H. Frederick, financial secre- 
tary of the Maryland Master Plumbers Association. Group 
singing, led by Jack Lederer, helped to enliven the occa- 
sion, 


Dinner over, the tables were cleared away and the ball- 
room was ready for the dancing. 
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A 


Practical 
Manual 


Gives not only the details 
of the methods of con- 
struction, design and 
installation of heating 
systems, but also com- 
pletely explains the prin- 
ciples upon which they 
are based—so clearly 
that any heating man 
can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda- 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation; ex- 
plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 





It explains and illustrates in detail the construc- 
tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 
fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 
all vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sye- 
tems are analyzed and described. . 


The book is illustrated throughout. In some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
eo clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. 


Price $3.00 Postpaid 


Published by 


Domestic Engineering 


BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, II. 
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During the proceeding, a gigantic rooster walked in. 
The bird was drawing a little carriage on which was rest- 
ing an enormous silvered “egg. On it was pinned a@ very 
large and expressive red, white,and blue ribbon. Guided 
by Samuel E. Houck, the rooster and his egg proceeded 
solemnly around the ballroom floor, amid much laughter 
and applause. Then came another surprise—the egg sud- 
denly cracked open and a very lovely dancer leaped out 
and began a dance. 

Members of the committee, each of whom wore a rose- 
bud in his lapel in place of the customary committee 


badge, were John Monosmith, chairman; Theodore Bun- 
necke, Fred Groscup, August V. Eidman, Charles H. Fred- 
erick, Mr. Houck, William F. Mylander, Louis M. Bieder- 
mann, Ira F. Belt, John J. Rogers, William F. Myers and 
Herbert J. Kiel. . 

Those who sat at the guest table were Francis C. Dor- 
sey, re-elected recently to a second term as president of 
the Maryland Master Plumbers Association; Mrs. Dorsey, 
Mr. and Mrs. Monosmith, Dr. and Mrs. C. Hampson Jones, 
health commissioner of Baltimore; George F. Wieghardt, 
water engineer; Milton J. Ruark, city sewage engineer; 
and Mrs. Ruark; Mr. and Mrs. John J. Moore, sewage con- 
struction engineer; H. F. Valentine, of the water meter 
division; William G. Towers, vice president, Baltimore city 
council; Howard W. Bryant, president, Baltimore city 
council, and R. Walter Graham, city comptroller. 

The District of Columbia Association of Master Plumb- 
ers returned the visit of the group of Maryland master 
plumbers who attended the Washington dinner dance in 
March. A party of fifty came to Baltimore in a body, and 
their presence helped further to cement the close ties of 
friendship and mutual interest which have always existed 
between the members of the trade in the two cities. Mem- 
bers of the Washington delegation were as follows: R. J. 
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Barrett, president; Mrs. Barrett; Frank Bentley, secre- 
tary; Mrs. Bentley; H. R. Eberly, treasurer; Mrs. Eberly; 
Mr. and Mrs. J. E. Leins, Mr. and Mrs. G. J. Cross, Mr. 
and Mrs. D. H. Alsop, Mr. and Mrs. C. E. Rabbitt, Mr. and 
Mrs. Frank Kerr, Mr. and Mrs. William Clever, Mr. and 
Mrs. George Voneiff, Mr. and Mrs. H. C. Eslin, Mr. and 
Mrs. M. A. Welch, Mr. and Mrs. W. E. Ownes, Mr. and 
Mrs. P. J. Bauer, Mr. and Mrs. T. E. Clark, Mr. and Mrs. 
J. E. Clark, Mr. and Mrs. W. L. Gary, Mr. and Mrs. R. S. 
Boyd, Mr. and Mrs. P. S. Moorehead, Mr. and Mrs. George 
Eberly, Mr. and Mrs. J. G. Schlosser, Mr. and Mrs. H. A. 
Scroggins, and Mr. and Mrs. F. W. Koehler. 

The Master Plumbers Association of Baltimore City, 
Inc., was represented by Max Kloze, president; Isaac Roll 
and I. Levy. They returned the visit of Mr. Dorsey and 
others, made to the annual social event of their own asso- 
ciation, which was held in March at Community Hall. 

Other branches of the trade in Baltimore were well rep- - 
resented. Among the firms represented were: Welsbach 
Co., Mr. and Mrs. J. Woodward Olcott; McArdle & Walsh, 
John F. Walsh, Mr. and Mrs. Thomas J. Guidera, John F. 
Guidera, Mr. and Mrs. Joseph D. Hartman, Mr. and Mrs. 
Lee L. Dopkin, Miss Estelle Michael; Baltimore Plumbing 
& Supply Co., I. Frenkil, S. Frenkil, Charles A. Eidman, 
A. C. Getzendanner and B. I. Rovner; A. Weiskittel & Son 
Co., F. A. and H. C. Weiskittel, Jr., Henry H. Meyer and 
Anton C. Athmann; Central Metal & Supply Co., Mr. and 
Mrs. James Crocker, Mr. and Mrs. James Hall and H. A. 
tillespi; Kohler Co., John M. Snyder; Jas. Robertson Mfg. 
Co., Mr. and Mrs. Charles Berlincke, Mr. and Mrs. V. 
Coney, Mr. and Mrs. I. Peddicord, and Mr. and Mrs. E. 
McPhail; Lyon Conklin & Co., Mr. and Mrs. Chas. A. 
DeMuth, Mr. and Mrs. I. J. Wilcoxson, and Mr. and Mrs. 
J. Lewis Johnson; Riggs Distler & Co., Mr. and Mrs. G. F. 
Linck; J. T. Roberts & Bro., Mr. and Mrs. John T. Rob- 
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erts and Miss Gladys Hardman; Klotsch & Appel, Mr. and 
Mrs. H. C. Klotsch, Mr. and Mrs. F. B. Spieker, Mr. and 
Mrs. W. J. Jones, C. H. Appel and J. J. Barrett; John 
Wood Mfg. Co., Edgar Davenport; Morgan & Rohr, Charles 
H. Rohr; EverHot Heater Co., B. T. Lunt; Pittsburg 
Water Heater Co., Mr. and Mrs. G. F. Holtzer and Mr. and 
Mrs. D. H. Waddington; Bridgman Co., Carol Neser, Noah 
Cuyler, C. Wolfong, and Mr. and Mrs. R. Campbell; G. 
Frank Young, Inc., Mr. and Mrs. G. Frank Young and 
Mr. and Mrs. Frank J. Schumacher; U. S. Radiator Corp., 
Mr. and Mrs. A. E. Thain; Pierce, Butler & Pierce Mfg. 
Corp., R. J. Frank, E. W. Salmon, J. M. Williams and 
A. R. Springer; Southern Supply Co., Mr. and Mrs. H. R. 
Price; Mr. and Mrs. Robert P. Price, Mr. and Mrs. E. B. 
Greenawalt and H. B. Marshall; Chas. Berlincke Co., W. E. 
Proctor; Atlantic Supply Co., Mr. and Mrs. Emanuel M. 
Crocker; National Radiator Co., J. T. Ellis and J. A. Mc- 
Kellip; Ruud Mfg. Co., Gilbert H. Moore, J. M. Miller and 














John E. Green, Detroit; F. H. Dains, Lansing, retiring presi- 
dent of the Michigan association; W. G. Miller, president of 
the Detroit association 


J. E. Akehurst; McShane Bell Foundry, Miles Cary, Jr., 
and J. P. Quinn; Crane Co., Mr. and Mrs. L. Minton and 
Mr. and Mrs. H. Wagner; Standard Sanitary Mfg. Co., Mr. 
and Mrs. R. Sprinkman, W. J. Stultz and R. H. Rebele; 
Abram Cox Co., V. E. Sumwalt, W. Dougherty and W. 
Weigarat. 

The following master plumbers and their families were 
among those present; Mr. and Mrs. Dorsey, Mr. and Mrs. 
Monosmith; Herbert J. Kiel, A. V. Eidman and Mrs. Bid- 
man, Mr. and Mrs. John Frock, Mr. and Mrs. George 
Frock, Mr. and Mrs. Mylander, Mr. and Mrs. George H. 
Schaffer and Miss H. Schaffer, Mr. and Mrs. Groscup, Mr. 
and Mrs. R. Goldman, Mr. and Mrs. J. Goldman, Howard 
F. Ritte, Mr. and Mrs. Ira F. Belt, Edward J. Hoerichs, 
Mr. and Mrs. Frank J. C. Nichalson, E. R. Pruitt, Mr. and 
Mrs. Chester R. Weaver, Mr. and Mrs. Edward Wehrhahn, 
Mr. and Mrs. B. H. Bien, John J. Rogers, Mr. and Mrs. 
William E. Cotton, Mr. and Mrs. T. H. Boland, Mr. and 
Mrs. F. M. Boland, William J. Peters and Mrs. Helen A. F. 
Peters, Mr. and Mrs. Paul Becker, Mr. and Mrs. Louis M. 
Biedermann, Mr, and Mrs. Ernest Ritterhoff, Mr. and Mrs. 
L. B. Marshall and Miss Alice Marshall, George F. Heu- 
beck, George Koerner, Mr. and Mrs. L. Mitchell, Mr. and 
Mrs. George Mitchell, Mr. and Mrs. M. Nelson Barnes, Mr. 
and Mrs. Thos. J. Thaler, Thos. L. Sullivan, Charles A. 
Kummer, Mr. and Mrs. Houck, F. G. Houck and E. L. 
Bowman, William F. Myers, Charles Wachsmuth, Daniel 
Sullivan, Mr. and Mrs. Charles H. Frederick, Mr. and Mrs, 
Fritz Baum, Charles H. Frederick, Jr., W. H. Yewell and 
Miss Dorothy Yewell. 





Directors of the Pittsfield Boys’ Club, Pittsfield, Mass., 
have announced plans for an addition to the club made 
Possible by a gift of $150,000 from Z. Marshall Crane of 
Dalton, Mass. Plans are now being prepared by Harding 
& Seaver, Pittsfield, for a 214-story brick and steel struc- 
ture, 90x150 ft. 
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GREAT factor in the overwhelm- 
ing public preference for the Min- 
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OW can an automatic elec- 

tric water heater operate 
without hot wire resistances, 
relays, switches and other mov- 
ing parts? 


Let us tell you. 


Chicago Automatic Electric Boiler Co. 


1966 Southport Ave., Chicago, III. 
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| Decorative Scheme 
| of the Home— 


The Effect 
of Bare 
Radiators is 
Eclipsed by 
Attractive, 
Efficient 











THE 


Eclipses Bare 
Radiators 


HE enclosure for the home that pro- 
vides perfect heating — efficiency. 
| ARCHITECTS, BUILDERS and DECO- 
RATORS, in steadily increasing numbers, 
specify the use of THERMAINO due to 
| its many superior qualities. These two all- 
| important features are EXCLUSIVE with 
THERMAINO—(1) An unusual grill ar- 
rangement that permits perfect heat cir- 
culation. (2) AIR-INSULATED TOP that 
| does away with the need of asbestos, keeping 
tops cool no matter how great the heat 
from radiator may be—also provides double 
strength for enclosure top. 
| Here is a_ splendid combination of 
WARMTH, PROTECTION and BEAUTY 


that blends harmoniously into every decora- 
tive scheme for the home. 


| THE HART & COOLEY MFG. CO. 
West Main St., New Britain, Conn. 
Gentlemen: 


designs and details of construction. 








| Blends Perfectly Into Every 































| Please send me illustrated folder of Thermaino 




















| 
| 








DOMESTIC ENGINEERING April 30, 1927 


PROGRAM FOR TEXAS CONVENTION COMPLETED 

Plans for the annual convention of the Associated 
Master Plumbers of Texas to be held in Fort Worth, May 
2, 3 and 4, have been completed, and the convention pro- 
gram has been filled out. Many interesting talks are being 
planned for the occasion and the social events are to be 
features of the evenings. The program is as follows: 

Monday, May 2 

Convention called to order at 9 a. m. by State President 
R. G. Thomas, San Antonio. 

Invocation by Dr. L. D. Anderson, pastor of First Christian 
Church, Fort Worth. 

The singing of the National Anthem by the assembly. 

Address of welcome by Mayor Wm. Bryce of Fort Worth. 

Response by John R. Denning, business manager of the Fort 
Worth Associated Master Plumbers. 

Felicitation by Frank P. Tweedie, National director, New 
Orleans, 

Response by J. O. Montrief, Fort Worth. 

Felicitation by Wm. G. Bergner, secretary, National Trad 
Extension Bureau, Evansville, Ind. 

Response by E. E. Pfister, secretary manager, Houston As- 
sociated Master Plumbers. 

Five minute talks by past presidents. Appointment of com- 
mittees by state president. Resolutions. 

Noon Recess 

1:30 p. m.—Report of credential committee and roll call. 

Address by Dr. J. C. Anderson, president of State Board of 
Health. Subject: “Public Health.” 

Reading of the salient points of the minutes of the 1926 
convention held at San Antonio. 

Report of the president, secretary and treasurer. 

Reading of correspondence and resolutions. 

Report of J. E. Fisher, Houston, chairman of the Board of 


Directors. 

Report of J. O. Montrief, Fort Worth, chairman of the Leg- 
islative Committee. 

Address by Dr. J. B. Hall, Houston. Subject: ‘Plumbers’ 
Relation to Sanitation in Rural Districts.” 

Address by Morris Levy, Dallas. Subject: “Making the 
Wholesaler a Wholesaler.” 

At 4:40—Embark on steamer “Alvez” for supper, entertain- 
ment and dancing. 

Tuesday, May 3 

At 6:30 a. m.—A Golf Tournament at Glen Garden Country 
Club. 

At 9:00 a. m.—Convention called to order. 

Address by T. L. Benning. Subject: “Greater Efficiency.” 

Address by George Dupree, Hillsboro. Subject: ‘The 
Plumber and Legislation.” 

Address by V. M. Ehlers, chief state sanitary engineer, 
Austin. Subject: “Plumbing Code.” 

Address by E. G. Eggert, State Board of Health. Subject: 
“State Association of Sanitarians.” 

Address by Dr. L. W. Martin, Fort Worth city health di- 
rector and president of State Sanitarians. 

Address by Past National President E. D. Hornbrook. 

Noon Recess 

1:30 p. m.—Report of National Delegate N. E. Nations, El 
Paso. 

Address by Wm. G. Bergner, secretary, National Trade Ex- 
tension Bureau, Evansville, Ind. 

Address by R. W. Chapline, Austin. Subject: “How to Sell 
Merchandise.” 

Answers will be made to the questions in the question box. 

Address by Hal. S. Lattimore, judge of 96th District Court, 
Fort Worth. Subject: “The Ethics of the Trade.” 

Address by Prof. F. E. Giesecke, University of Texas. Sub- 
ject: “Designing of Hot Water Systems.” 

4:40—Official photograph of entire assembly will be taken 
in Burnett Park. 

At 7:00 p. m.—Dinner dance at “Top o’ Texas.” 

Wednesday, May 4 

9:00 a. m.—Convention called to order. 

The business of the day will be devoted strictly to miscel- 
laneous matters and to take care of any unfinished business 
of the previous two days. 

Wednesday evening, a theater party, Majestic Theater. 

Ladies’ Program 

Monday, May 2: 10:00 a. m.—Registrations on Mezzaniné 
floor. 

1:30 p. m.—Theater party. 

Tuesday, May 3: 10:00 a. m.—Lake drive and picnic lunch 

Wednesday, May 4: 10:30 a. m.—Luncheon and card party at 
Meadowbrook Country Club. 
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NORTHERN INDIANA ASSOCIATIONS HOLD SECOND 
JOINT TRADE CONFERENCE 

Delegates from the Calumet, Gary, Elkhart, Mishawaka, 
South Bend and La Porte master plumbers’ associations 
met in La Porte, Ind., Wednesday evening, April 20, for 
the perfection of a district organization or central council, 
formed for the purpose of exchanging information and 
ideas and to promote closer co-operation among the mem- 
ber associations. 

After a dinner at the Rumely Hotel, the delegates com- 
pleted the selection of officers for the organization and 
discussed the purpose and plans of the new organization. 

Frank Daly, president of the Calumet Society of Sani- 
tary Engineers, is chairman; W. H. Dreeves of Elkhart is 
vice chairman, F. E. Simard of Gary is treasurer, and 
J. E. Withers, secretary-manager of the Gary Society of 
Sanitary Engineers, is secretary. 

Frank Daly, Thomas Williams of South Bend, F. L. 
Marchesseau of Elkhart and William H. Henderson, presi- 
dent of the Gary Society of Sanitary Engineers, were 
elected to the executive committee. 

All delegates expressed themselves as heartily in favor 
of the organization, and all matters brought before the 
body were passed by unanimous vote. Following a meet- 
ing of the executive committee, another general meeting 
will be held. These general meetings will be held on an 
average of every two weeks or more often, if necessary, 
upon the call of the executive committee. 





INDIANAPOLIS ASSOCIATION EXHIBITS AT HOME 
SHOW 

The Indianapolis Merchant Plumbers’ Association re- 
cently took advantage of its city’s ‘‘Home Complete Ex- 
position’’ to show the public something about plumbing. It 
had an attractive booth at the show, part of which is 
pictured herewith, in which it featured the National Asso- 
ciation emblem in connection with the list of its own mem- 
bers. The booth attracted a large crowd throughout the 
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Part of the booth of the Indianapolis Merchant Plumbers’ 
Association at the recent “Home Complete Exposition” in 
that city 
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There are many good reasons 
why you should use OATEY 
4 in 1 Roof Flashings. In the 
first place they are priced so 
that you can make a liberal 
profit on them. 


They are designed to fit not 
only all standard pipe but also 
EXTRA HEAVY soil pipe 
without fitting or cutting the 
collar. 


They can be installed on any angle roof up to 45 degrees and the collar 
allows for proper caulking without buckling or breaking. 


They’re easier to install and they make a lasting job. 
Write for prices. 

















L. R. OATEY COMPANY 
5500 Walworth Avenue, Cleveland, Ohio 
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addid NOW! 


That’s the only tool necessary to 


install a HESSLER Roof Flange. 








! 


One man can make the installation 
without lead, oakum or putty in 


ten minutes. 


Made in six sizes, galvanized or 


copper. 
or from us. 


H. E. HESSLER COMPANY 


SYRACUSE 


Order from your jobber 


NEW YORK 
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ACME DETROIT) 


High Grade 
Plumbers’ 


Brass Goods 











Michigan Smelt- 
ing and Refining 
Co. now operat- 
ing Acme Brass 
and Capitol Brass 
Works Divisions. 
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Hajoca Rydal Shower Mixing Valve concealed in 
wall, rotating dia! all china index handle and china 


wall escutcheon for 1% inch iron pipe. 


* _ as . 





Hangs, Jones & Capsury Co., Philadelphia 




















White Metal 
SINK PLUGS 


All Exposed Parts 


where conditions are most 
severe on plated metal 


are Benedict Nickel 
114” or 114” Tail Piece 
Any leng.h or gauge 


Ask Your Jobber 


J.B. WISE, Inc. 


Watertown - - N.Y. 














Armstrong 
Twin Jaw 


CHAIN PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 





POINTS OF 
EXCELLENCE 


Extra large master 
bolt. 








Alloy steel shackle links. 
Two bolt fastening. 
Extra large bearing of Jaw on Bar. 
Spreading of jaws prevented by bolt 
directly below chain socket. 

Chain guides aid in adjusting chain. 
and end bar protected by chain guide. 








Chain 


ARMSTRONG BROS. TOOL CO. 
Chicago, U. S. A. 


323 N. Francisco Ave. - 
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show. The results were very gratifying, all the mem- 
bers feeling that the advertising was well worth the ex- 
penditure. 

Frank BE. Irish is president of the Indianapolis Merchant 
Plumbers’ Association, C. J. Dichmann is vice president, 
James A. Diggle is treasurer, and G. T. Watson is secretary. 





SOUTH PHILADELPHIA SCHOOL GRADUATES FIRST 
PLUMBING CLASS 


The first class to graduate in the plumbing department 
of the South Philadelphia Evening High School, Broad 
and Jackson streets, Philadelphia, received its diplomas 
Tuesday evening, April 5. The class numbered 31 stu- 
dents. The Master Plumbers Award was presented to 
Charles E. Bonewitz by John A. Quinn, past president of 
the Philadelphia Master Plumbers’ Association, and chair- 
man of the appreaticeship committee of the National As- 
sociation of Master Plumbers. The Murrell Dobbins 
Award was presented to George Wallen by Lewis M. Keim, 
principal of the school. 

The banquet of the combined classes at the school was 
held the evening of April 2. Wilmer Krusen, director of 
public health, spoke on “Health, Home and Happiness.” 
Herbert M. Packer, chief of the division of sanitation and 
housing, spoke on “The Relations of the Plumber to Sani- 
tation.’”’ Maney J. Feeney, president of the Philadelphia 
association, and John A. Quinn talked on the importance 
of the trade and its improvement. A number of prizes 
and souvenirs were distributed during the evening. 

The classes in the school were taken care of by Robert 
O. Bowen, Elmer E. Daubert, John H. Bauman and Ed- 
ward Jaegels, while Howard Stevenson had charge of the 
practical shop construction. The class officers were: Ray 
A. Muleahy, president; Martin J. Kohan, vice president; 
Charles E. Bonewitz, treasurer; George Wallen, secretary. 
The other members of the class are: James Cerrone, A. W. 
DiSalvio, Andrew Baruffi, John W. Brady, Thomas McGar- 
rigle, S. J. M. Nicastre, Thomas J. Higginbotham, Herbeit 
E. Menige, Joseph F. Leisenberg, Charles C. Covini, James 
V. Burns, Frank J. Martin, Simon Freedman, Mario Be- 
vilacqua, A. Louis Corte, Paul Kutner, Samuel Kaliser, 
John Whelan, Christopher La Rocca, Samuel Marsicco, 
Chris F. Essig, John T. McSorley, Edward P. Devlin, J. T. 
Campbell, Romeo Dante, James J. Dooley, Lawrence Far- 
rell and Robert O. Bowen. 











BALTIMORE PLUMBING STUDENTS RECEIVE 
; CERTIFICATES 

Twenty-eight -students in the Vocational School of 
Plumbing, of Baltimore, Md., received certificates for com- 
pletion of one, two, or three years’ work at exercises which 
were attended by 250 persons. The exercises were held 
in the Vocational School building at Baltimore and Ais- 
quith streets. Addresses were made by Charles W. Syl- 
vester, director of vocational guidance in the Baltimore 
Public Schools, one of those forward-looking men who 
secured the establishment of the school and nursed it 
through its early experimental stages. 

Mr. Sylvester spoke on the relationship between the 
school studies and the practical side of plumbing. He 
detailed the numerous and striking advantages which 
graduates enjoy over the less fortunate apprentices who 
learn their trade by the old hit-or-miss method. There 
is, Mr. Sylvester said, a direct and plainly visible con- 
nection between the amount of vocational training a boy 
receives, and that boy’s success in pursuit of the vocation 
studied. The trained boy, he said, has a broad and clear 
comprehension of the varied and different phases of 
plumbing, so that when opportunities are thrown in his 
way, he is able to make the most of them at once. The 
| advantage of the apprentice who is trained in a vocational 
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school, Mr. Sylvester declared, over the apprentice who 
is not so favored, is no longer a matter of theory. Enough 
graduate students have taken their places in the trade to 
enable the proponents of the vocational school idea to 
make a thorough check of the situation. And in every 
case, he added, it is found that the school trained boy is 
in advance of the boy with no school training, provided 
they have started on equal terms as far as intelligence 
and ability are concerned. 

Mr. Sylvester also laid emphasis on the importance of 
keeping always in mind the future requirements of a 
vocation, and arranging studies and work so that they 
will be satisfactorily met. Every student, he said, should 
let his mind range forward into the future, and try to 
keep before himself always the goal of success of the 
highest kind. : 

After complimenting the boys and the instructor of the 
school, Leroy Nichalson, on the high quality of the work 
accomplished with the somewhat limited facilities at their 
disposal, Mr. Sylvester described the new quarters which 
will be allotted the vocational school in the Baltimore 
City College buildings, now in course of construction. 
This high school will be ready for occupation in less than 
two years, he said, and its opening will be sure to mark a 
rapid expansion of the school and a consequent further 
diffusion of its benefits among Baltimore boys who desire 
to take up the profession of plumbing. 

Exercises were brought to a close with music furnished 
by the school orchestra, and the serving of refreshments. 
All students who received certificates went to the night 
school. None have graduated, the school having been in 
operation only two years. Several members of the day 
class, however, are expected to graduate in June. The 
full course requires four years’ work. 

Those who received certificates for three years’ work 
were: Howard Walton, Stanley Meekins, and Raymond 
Banz. Those who have completed two years’ work are: 
Frank O. Bilson, Edward Johnson, Hammond Fritchie, 
Albert Banneberg, William Hardesty, Henry Coxon and 
Meyer Chaid. The following received certificates for one 








Top picture: A group of members of the Master Plumbers’ 
and Steamfitters’ Association of Detroit.—Bottom picture: 
E, N. Eisenberg of the Kimball-Eisenberg Co., Detroit; G. 8. 
Bogart; S. Andres of Ann Arbor, A. M. Allmendinger of Dear- 
born.— From photos taken at the recent convention of the 
Michigan State Association of Plumbing and Heating Dealers, 
at Flint 
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VAI LY e S 


They Never Need Re-packing 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES AND BOILER TRIMMINGS 
RE OE RL ACEI Ft 
==DETROIT, MICh=S= 


The ESTABROOK 
Double T Y 


Very effective for use 
when installing fixtures 
on opposite sides of a 
partition. A variety of sizes of patterns 
from which you are sure to 

find several to suit your needs. @Q}aWe 


R. ESTABROOK’S SONS [aay 


204 FIRST STREET SO. BOSTON, MASS.. 


Michigan Smelting 
and Refining Co. 
now operating 
Capitol — Works 





Acme mag Divisions 






































BURK 


sUPER-TURBINE 





S 
PUMPS 


“Only one moving part” 
- ALIFE-TIME OF SERVICE’ = 


Dealers: Send for No. 83 Bulletin! 





DECATUR PUMP COMPANY 





632E. Cerro Gordo St., Decatur, III. 











Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 
MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N.Y. (1) 
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The Baltimore Quality Line 


PLUMBERS’ CAST BRASS GooDs 


BALTIMORE VALVE CORPORATION 
BALTIMORE, MD. 











UNCONDITIONALLY GUARANTEED 


TRADE MARK 





rmm=awn 
NAZI 


PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 


Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 








Water Closets for every type or clase of 
or after flushing. 


service. 
Write for catalog. @ 


Frost Proof Closets. _Direct flush 
Philip Haas Co., Dayton, O. 











RADIATOR HANGER 


WE can ship from stock E-Z 

Hangers suitable for ALL 
makes of the new Tube Type 
Radiators. : ‘ 


HEALY -RUFF CO. 


Style R 
770 Hampden Ave. St. Paul ” 
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year’s work: McClay Hopkins, Theodore Hupple, Anton 
Jobst, Harold Thiergartner, George Nanns, Jr.,S. M. Doyle, 
John Vogle, William Wade, Henry Gernhardt, James 
Monski, George Levy, William Gischell, William Bushman, 
William Weinholt, Martin Garvy, Charles Strickland, Al- 
bert Deim and Harry Miller. 


Women’s Auxiliaries 


Luncheon of Denver, Colo., Auxiliary 
The Ladies’ Auxiliary of Denver, Colo., was entertained 
by Mrs. A. S. Hubbell in the Denver Tea Room, April 14. 
A delicious luncheon was served at one o’clock, followed 
by a business meeting. The rest of the afternoon was 
spent in card-playing. A luncheon was also given in the 
tea room on April 29. 


Philadelphia Auxiliary Plans Dance and Entertainment 

The committee in charge of arrangements for the fourth 
annual dinner, entertainment and dance to be held by the 
Ladies’ Auxiliary of the Master Plumbers’ Association of 
Philadelphia at McCallister’s auditorium, 1811 Spring 
Garden street, Monday evening, May 2, is making every 
effort to surpass any previous event the auxiliary has 
sponsored. It is expected to be one of the outstanding 
auxiliary social events of the season. 

New Bedford, Mass., Auxiliary Elects Officers 

The Women’s Auxiliary of New Bedford, Mass., recently 
elected its officers for the coming year as follows: Presi- 
dent, Mrs. J. F. Murphy; vice president, Mrs. Harry Mul- 
berry; secretary, Mrs. Lester E. Stowell; treasurer, Mrs, 
Ernest Hill. Mrs. Harry Mulberry and Mrs. Emil Herzog 
were chosen as auditors, and Mrs. Emil Herzog, Mrs. De- 
lano and Mrs. Harry Mulberry will compose the social 
committee. 

Memphis Auxiliary Gives Benefit Party for Scholarship 
Fund 

The Ladies Auxiliary to the Memphis (Tenn.) Associa- 
tion of Master Plumbers recently gave a party for the 
benefit of the Theodore Ahrens Scholarship Fund. About 
150 persons were present. Mrs. W. D. Durham was chair- 
man of the committee for the affair, and Mrs. E. L. Klenke 
and Mrs. Fred Hauser, Jr., assisted her. The party was a 
great success and the auxiliary was able to forward to Mrs. 
E. D. Hornbrook, president of the Women’s Auxiliary to 
the National Association of Master Plumbers, a check for 
a good sum. Many parties, picnics and other social gath- 
erings are being planned for the summer. 

Salt Lake Auxiliary Entertains Masters at Banquet 

The Ladies’ Auxiliary of the Salt Lake City, Utah, Sani- 
tary and Heating Engineers Association entertained at a 
successful dinner-dance on April 15. The guests, includ- 
ing masters, journeymen and supply house representatives, 
numbered one-hundred-twenty-five. 

The party was opened by a banquet, dancing being 
enjoyed during the meal. Following a short address by 
W. H. Stenacker, chairman of the Salt Lake county com- 
missioners, dancing was enjoyed until after midnight. 

The committee in charge of the affair was composed of 
Mrs. R. D. Evans, president of the Ladies’ Auxiliary; 
Mrs. Oliver S. Walsh, vice president; Mrs. W. A. Bywater 
and Mrs. Will Rees, assisted by R. D. Evans, W. A. 
Bywater and J. W. Dudley of the Sanitary Engineers’ 
Association. 

The Ladies’ Auxiliary also held a meeting April 6 at 
the home of Mrs. John Odin. Contest plans for the best 
essay on sanitation to be written by the school children 
were postponed until the next school year, because of the 
reluctance of school officials to allow the campaign to be 
introduced so near to examination time. Refreshments 
were enjoyed. 
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Kansas City, Mo., Auxiliary Publishes Attractive Year Book 

The Women’s Auxiliary of the Master Plumbers’ Asso- 
ciation, of Kansas City, Mo., has published an attractive 
year book, with tan-colored cover, lettered in black and 
gold with the name of the auxiliary, and its motto, ‘‘Al- 
ways Faithful.’’ On the first page is reproduced the shield 
of the National Association of Master Plumbers. Names 
of officers, chairmen and officers of standing committees, as 
well as a list of names and addresses of members of the 
auxiliary, are given. The auxiliary meets monthly, and the 
year book gives the name of the hostess and three as- 
sistants for each meeting from April, 1927 to February, 
1928. In March the annual banquet was held at the Am- 
bassador Hotel and December is scheduled for a Christmas 
party. Officers for 1927 are: Mrs. John Karges, president; 
Mrs. I. E. Henderson, first vice president; Mrs. Eva Enggas, 
second vice president; Mrs. Chas. E. Vegiard, third vice 
president; Mrs. G. Oxler, recording secretary; Mrs. G. 
Beanland, corresponding secretary; Mrs. G. G. Manning, 
assistant corresponding secretary; Mrs. Geo. Foley, treas- 
urer, and Mrs. R. B. Farley, sergeant-at-arms. The stand- 
ing committees are composed as follows: Ways and Means: 
Mrs. Charlotta M. Howell, chairman; Mesdames C. R. 
Dickey, Wm. H. Cowger, J. C. Friel, Wm. C. Knox, Earl 
Page and Lee Smith; Membership: Mrs. Wm. Dunlap, 
chairman, Mesdames J. E. Gornall, Anna R. Ditsch, Geo. 
S. Satterlee, W. J. Ernst, Chas. J. Brown and C. E. 
Vegiard; Visiting Sick: Mrs. H. G. Hayes, chairman; Mes- 
dames R. B. Farley, E. I. Knapp, E. D. Hornbrook, H. 
Hampel, E. R. Hendricks and Eva Enggas; Flower: Miss 
Myrtle Burke, chairman, Mesdames H. W. Pardee and L. 
M. Enggas; Entertainment: Mrs. Frank Smith, chairman, 
Mesdames EH. A. Kuebler, O. B. Smith, Jas. J. Cunning- 
ham and Fred Hacker. The auxiliary meets each month 
during the year. 
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Noew Business ‘Ventures 


The Standard Plumbing Fixture Co. has opened a hand- 
somely appointed show room at the corner of Seventh and 
Vine streets in Cincinnati. 


The United Plumbing & Heating Co., Inc., 1208 North 
Charles street, Baltimore, Md., has been incorporated by 
Wm. L. Barnes, Jesse Danz and Richard Maddock. 

The Carolina Plumbing & Heating Co., Biltmore, N. C., 
has been incorporated with a capital of $50,000, by B. H. 
Shankle, C. W. Bryson and S. D. Bryson. 


The Seidel Plumbing & Heating Co., San Antonio, Tex., 
has been incorporated with a capital stock of $10,000, by 
A. F. Seidel, 912 Van Ness street, C. C. Cade and W. H. 
Cade. 

George Bowler has engaged in the plumbing and heat- 
ing business at Marysville, Wash., under the name of the 
Marysville Plumbing Co. 

Earl Grundmeier is now erecting a building at Lost 
Nation, Iowa, where he will open a plumbing and heating 
business. 

The Star Plumbing & Heating Corp., Glendale, Calif., 
has been incorporated by Lawrence A. Richards, Perry G. 
Warren, Charles D. Sexton, Corwin J. Lance and William 
E. Scott. 

The Star Plumbing & Hardware Co. has opened a busi- 
ness at 997 South Vermont avenue, Los Angeles, Calif., 
under the management of Jake Pinsky and Ben Yankele- 
vitch. 

Paul S. Bolger, 666 Lexington avenue, New York City, 
has just incorporated his plumbing business under the 
name of Paul S. Bolger, Inec., with a capital of $100,000. 
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“‘Holyoke”’ Auxiliary Heaters are 
furnished with either 14” female 
or 34” male unions. 


“HOLYOKE” HEATERS 
WIN GOLD MEDAL 


Sesqui-Centennial International Exposition 





PLUMBERS! 
FREE AUXILIARY HEATER OFFER! 


at the 


WRITE FOR OUR SPECIAL 

















Best designed Auxiliary Heater obtainable. Equipped with Brass Unions insuring perfect 
joints — impossible for rust or sediment to collect — an exclusive Holyoke feature. 


Let us help you make quick profits on Holyoke Heaters 


HOLYOKE HEATER COMPANY 3: $3 Holyoke, Mass. 





























WILLIAMS 


HEATING 


Oil-O-Mat'c is the largest selling 
domestic oil burner in the world. To 
be an Cil-O-Matic dealer is to have 
everything in your favor when oer- 
ing oil heat to prospects. ‘lhe best 
is always the easiest to sell. 


Write for full details. 
WILLIAMS OIL-O- ne HEATING CORP. 


BLOOMINGTON 38 38 ILLINOIS 
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Automatic 


Gas Water Heaters and Storage Systems 
Always a step ahead!—in patented 


features, exclusive improvements 
and in money-making opportunities 
for you. et 


THE HOFFMAN HEATER CoO. 
LOUISVILLE, KY. 

















STRINGER ROUGHING-IN SYSTEMS — 
Save the Plumber TIME and MONEY— 


Zany come cunt 0 Sartell 20D co mame of seenetel, Try 
eee convinced of their merits. 


Manufacturers of soutien ta on om for either 
CAST IRON or SCRE D PIP tions. We have 

for any operation—from ho ceuteee bungalow to 
the tallest building. 


Write for catalog of Modern and Economical Plumbing Rough- 
ing-In systems. 


STRINGER BROS. CO., Inc. 
1100 West 38th St. - Chicago, Illinois 


Factories: Gadsd Alab 
Warehouses: Chicago, Illinois, Gadsd Alab 


























BULLARD ROOF FLANGES 


These roof flanges are 

built of the finest 

materials by work- 

ren of long experience. 

Bullard flanges have no 

seams to come apart and leak 

and no solder that will crack dur- 

ing installation. They can be used 

on any angle roof from flat to 
14 pitch. Write for catalog. 

THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
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Business ( hanges 


Philip Levin, of Chicago, Ill., has moved his plumbing 
and heating business to 3309 Montrose avenue. 

Carl A. Anderson, Manchester, Conn., has moved his 
plumbing and heating business from 153 Eldridge street 
to a recently remodeled store on Bissell street. 

The Cincinnati Plumbing & Heating Co., Cincinnati, 
Ohio, has moved its offices and shops to 1215-19 Clay 
street, where there are better facilities for carrying on the 
business. 


This &° That, Here©?T here 


E. R. Jacobs, Medford, Wis., has been awarded the 
plumbing and heating contract with a bid of $12,575, on 
the parochial school under construction at Medford for the 
Holy Rosary congregation. 


Harris Bros., Wausau, Wis., have been awarded the 
plumbing contract with a bid of $5,100 for the nurses’ 
and employes’ building at the Mount View sanatorium near 
Wausau. 

The West Bend Hardware Co., West Bend, Wis., has 
been awarded the heating and plumbing contract on the 
$20,000 addition to the First State bank of West Bend. 

David Stern, Milwaukee, Wis., has been awarded the 
plumbing contract on the store and apartment building 
under construction at 4928 Vliet street, Milwaukee. 

The Seubert-Doerfier Co., Milwaukee, Wis., has been 
awarded the heating contract on the store, office and apart- 
ment building under construction on Center street, near 
Forty-ninth street, in that city. 

Henry Mason, Milwaukee, Wis., has been awarded the 
plumbing contract on the store and apartment building 
under construction on Burleigh street, between Eighth and 
Ninth streets, Milwaukee. 

Grassler & Gezelschap, Milwaukee, Wis., have been 
awarded the heating contract on the lodge hall of the 
Henry L. Palmer Lodge, No. 301, A. F. and A. M., which 
is being remodeled at a cost of $65,000. 

The Wenzel & Henoch Co., Milwaukee, Wis., has been 
awarded the plumbing contract and the E. P. Knoll Heat- 
ing Co., Milwaukee, has been awarded the heating contract 
on the $50,000 apartment building which is to be con- 
structed at 671 Cass street, Milwaukee. 

Fred Rudolph, Milwaukee, Wis., has been awarded the 
plumbing and heating contract for the store and apart- 
ment building under construction at 5008 Center street, 
Milwaukee. 


E. A. Knab, Milwaukee, Wis., has been awarded the 
heating contract and Emil Wagner, Milwaukee, has been 
awarded the plumbing contract on a $35,000 inn which is 
being built at Donges Bay, north of Milwaukee. 

Work will be started this summer on the Sheldon 
Memorial Hall, on Normal Hill, Oswego, N. Y. This hall 
is being built as memorial to the late Dr. Sheldon, founder 
of the Oswego Normal schools, as conducted today. It 
will be built by subscription by the school alumni, and will 
cost approximately $175,000. 

As a mark of appreciation of his eighteen years of serv- 
ice to Montreal, West, as city councillor and mayor, James 
Ballantyne, well-known Montreal, Que., Can., master 
plumber was presented with an oil painting of himself by 
the citizens of his municipality. A bouquet of flowers was 
presented at the same time to Mrs. Ballantyne. 

Plans have been completed by the Jewish Young \en’s 
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Association, Rochester, N. Y., for the building of a five- 
story clubhouse, to cost $600,000, on a site recently ac- 
quired by the association, at Andrews street and Univer- 
sity avenue. Sigmund Firestone, of Rochester, will be the 
architect. 

Kk. A. Netz, Milwaukee, Wis., has been awarded the 
vapor heating contract with a bid of $2,800, on a building 
at 251 Twenty-sixth street, Milwaukee. 

The Downey Heating Co., Milwaukee, Wis., has been 
awarded the following contracts to install heating and 
ventilating: The North Division High School, at a bid of 
$76,924; a building at Twentieth street and Teutonia ave- 
nue, Milwaukee, with a bid of $16,100; a building at 
Thirty-sixth street and Wisconsin avenue, Milwaukee, with 
a bid of $12,200. 

The Pharo Heating Co., Madison, Wis., has been awarded 
the plumbing contract with a bid of $5,890, and the Paul 
E. Mueller Co., Milwaukee, has been awarded the heating 
contract with a bid of $13,125, on the parochial school 
community building under construction for St. Paul’s 


Evangelical Lutheran church at Janesville, Wis. 





Top picture: William E. Horn; C. A. Darwin, manager Flint 
branch of the Murray W., Sales & Co.; E. W. Lyon, Kohler Co.; 
Edwin M. Sterner, Edwin Sterner Co., Flint; J. M. Walker, 
W. A. Case & Son Mfg. Co.—Lower picture: W. H. Miller, Bir- 
mingham; George Tegges, H. G. Clark and J. E. Wernet, all 
of Pontiac; W. L. O’Neil, Duro Co.—At the recent convention 
of the Michigan State Association of Plumbing and Heating 
Dealers, at Flint 


Rice Bros., Milwaukee, Wis., will install the plumbing 
and heating in a $50,000 apartment building under con- 
struction at 593 Cramer street, Milwaukee. 


The plumbing and heating contracts in the new North 
Hornell, N. Y., school building have been awarded, re- 











spectively, to William F. Schultz and F. B. Peck Com- | 


pany, both of Hornell. 

Building permits recently issued at Vancouver, B. C., 
include a $150,000 new United Church Theological Col- 
lege. 

The Elway-Miller Co., Aberdeen, Wash., was low bidder 
on the plumbing and heating for the new high school for 
District No. 5, Grays Harbor County, at Aberdeen, with a 
bid of about $5,000. 


The James Canney Corp., Seattle, Wash., was low with | 


a bid of $5,503 for the plumbing, heating and sprinkler 
work on the $30,000 residence in the Broadmore district 
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Low Fuel Consumption 
































CLE- BAR 





CleBar Service Water Heaters are 
good for any pressure up to 500 lbs. 
The possibility of cracked sections is 
removed by the use of brass coil. 


Clean water in the most economical 
way Is always assured Cle-Bar Water 


Heater users. 
Write for details 


CLEGHORN COMPANY 


54 Batterymarch St. Boston, Mass. 


















| C.S. B. 


APPROVED SPRINKLER 
HEADS 


Every C.S. B. Head 
and Link has the 
model, year of 
manufacture and 
degree of fusing 
cast upon the frame 
for user’s protec- 
tion. 


Keep them in stock 


C. S. B. Sprinkler Heads 
are in constant demand to 
replace those used where 
fires occur. Keep them in 
stock for these replacements 
and write today for full in- 
formation on installing C. 
S. B. Sprinkler Systems. 


C.S.B. SPRINKLER CO. 


54 Batterymarch St., Boston, Mass. 
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INSURANCE 
AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can 
be no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 


Always works. 
Nothing to get out 
of order. rass 
working parts sub- 
merged. 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 





Pat. Dec. 3, 1914 
Crampton-Farley 
Brass 


Write for 
Details Kansas City, Mo. 


Petpet cede dot de dette deta dot topbt cbt pepetep ited 


GB Ge && OB Ge 6 GB 9 
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RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary {| 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 














F pennies, A 














“E —h) 
Muller Washers 


Any kind of overhead vehicle washing can be handled 
with this washer. Furnished in five sizes and equipped 
with cut-off which allows any flow of water desired. 











EDWARD MULLER & SON 
North Bergen, N. J. 


5023 Hudson Blvd. 1306 John St., 








| $125,000. 
| ing 34 two- and three-room suites. 





| of Abilene, Tex., for the construction of a five-story store 
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of Seattle for F. M. Radford. 
the architects. 

P. J. Iverson, La Crosse, Wis., has been awarded the 
heating contract on the tire and battery station which is 
being remodeled for A. T. Holmes and D. W. McWille in 
La Crosse. 

The Hovland Sheet Metal Works, Eau Claire, Wis., has 
been awarded the heating contract, and Bartingale Bros., 
Eau Claire, have been awarded the plumbing contract on 
the addition to the office building which the Evans-Lee 
Lumber Co. of that city is erecting. 


Shack, Young & Myers were 


The Marquardt & Manning Co., of La Crosse, Wis., has 
been awarded the plumbing contract in connection with 
the $300,000 building program of the Standard Oil Co., 
which includes an addition to the office, a new garage and 
machine shop, and a new distribution plant at La Crosse. 

The Downey Heating Co., Milwaukee, Wis., has been 
awarded the heating and ventilating contract with a bid 
of $8,287, and Edward Garot, Green Bay, Wis., has been 
awarded the plumbing contract with a bid of $4,958, on the 
auditorium which is being added to the East High School 
at Green Bay. 

The Pharo Heating Co., Madison, Wis., has been awarded 
the heating and ventilating contract with a bid of $72,418; 
and the Healy Plumbing & Heating Co., of St. Paul, Minn., 
has been awarded the plumbing contract with a bid of 
$39,371, on the addition and the new heating plant for the 
West High School at Green Bay, Wis. 

Architect R. V. Gough, of Centralia, Wash., has com- 
pleted plans and specifications for a $50,000 building in 
Centralia for Lee Proffitt, to be completed by Sept. 1. 

Announcement is made by Architects Hancock & Lock- 
man, Walker building, Seattle, Wash., that they will call 
for bids in about three weeks on plumbing and heating for 
a new twenty-nine suite apartment in the Phinney district, 
for J. G. May. 

The $28,970 heating contract on the new Junior high 
school in Memphis, Tenn., has been awarded to the Fischer 
Heating Company in that city, and the $14,054 plumbing 
contract has been awarded to the Schnell & Elmore Com- 
pany, also of Memphis. 


The York Plumbing & Heating Company of York, Nebr., 
has been awarded the plumbing contract for the new 
Beaver Crossing high school. 

The J. L. Batiste & Son Co., Milwaukee, Wis., has been 
awarded the heating contract to install a $3,000 steam 
heating system in the garage for the Merkle-Chevrolet 
Co., Milwaukee. 

Wells & Wade, Wenatchee, Wash., have received the 
heating and ventilating contract on the new Eagle temple 
to be built in that city. The contract amounts to $10,000. 

C. A. Hooper & Co., Madison, Wis., have been awarded 
the heating contract and W. J. Hyland, Madison, has been 
awarded the plumbing contract on an auto supply build- 
ing under construction in Madison for the Heeb Co., of 
Dubuque, Ia. 

Williams & Gibson, Portland, Oregon, have secured the 
plumbing and heating award on improvements to the 
Waverly Country club, including a concrete swimming 
pool, 35x75 ft. 


J. C. Meyers, Inc., Portland, Oregon, will construct an 
apartment building in Corvallis, Oregon, at a cost of 
It will be three stories, 100x100 ft., contain- 
Figures on contracts 
are being received by Elmer E. Feig, architect, Western 
Bond and Mortgage building. 


Plans are being drawn by David S. Castle Co., architects 
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and office building of brick, stone and reinforced concrete, 
to cost $125,000 and to be erected at Midland. 

Alaska Plumbing & Heating Company, Portland, Ore- 
gon, is installing plumbing in the nurses’ home being built | 
by Multnomah county on Marquam Hill. | 
amounts to $8,500. | 


The contract| 
Marshall & Marshall, Longview, Wash., have the plumb-| 
ing, heating and ventilating contracts on the $500,000) 
high school which is to be built in that city by R. A. Long,| 


as a personal gift. 


I. Block, Portland, Oregon, is installing plumbing in 
new residences at 1533 and 1557 Belmont street, and at! 
1054 The Alameda. 


Kimball Bros. Company of Council Bluffs, Iowa, has 
secured the plumbing contract on the $38,000 store build- 
ing for W. E. McDavitt, Washington street, Brownsville, 
Tex. 

O’Brien Plumbing Co., St. Louis, Mo., has been awarded 
the plumbing contract, and the Hoffman Heating Co., St. 
Louis, Mo., has been awarded the heating contract on the 
$600,000 New Central Hotel at Jefferson City, Mo. 


Sacred Heart parish, Lynn, Mass., Rev. J. A. Sheridan, 
pastor, is planning to build a convent. 











Top picture: P,. J. DeWitt, J. Petersen, C. F. Grant, F. Posner, 

all of Grand Rapids.—Lower picture: E. C. Gould, J. J. Keeley, 

Fr, Sturmer, C. M. Schlenker, all of Jackson, Mich.—At the 

recent convention of the Michigan State Association of Plumb- 
ing and Heating Dealers, in Flint 


Chalkley Bros., of San Antonio, Tex., have been awarded 
the plumbing and heating contracts on the two-story addi- 
tion to the San Antonio Public Service Co., building in 
that city. 





The Roman Catholic Church of Brownsville, Tex., is} 
having plans drawn by C. A. Rainwater of McAllen, for) 
the construction of a brick, stone and concrete edifice to| 
cost $100,000. | 

The Scully Company of 238 Main street, Cambridge, | 
Mass., has been awarded the contract to erect two brick | 
Concrete and wood factory buildings for H. F. Stimson at! 
Emily and Sidney streets, Cambridge. The buildings are| 
to be 120 by 216 ft., and 218 by 152 ft. The contract 
Price is $220,000. Monks & Johnson of Boston are the | 
architects. 

The Vendome Hotel, Evansville, Ind., will build a $200.,- 
000 addition during the summer. 
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of Uniondom— 


The Ace—An all brass octagon shaped 


union. 


The King—A malleable iron union 
with a brass end. 


The Queen—A malleable iron union 
with inserted brass seat. 


ACE » KING » QUEEN 
UNIONS 





KING UNION COMPANY 
ae RHODE ISLAND 


HILLSGROVE 











Nickel plated; china 
handle; encased disc 
washer; 33” spout. 


Your jobber can 
supply you. 




















The entire Enterprise Line is one of tremen- 
dous popularity due to the long life and pleas- 
ing appearance of the fixtures carrying its name. 


i» Enterprise Brass Works 
Muskegon, Michigan 
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Perfect Combustion | 
The Special Ohio Burner insures perfect combus- {a | 
| tion. This results in a great saving of gas and the 
\ much quicker heating of water. Profit possibilities 
| with the Ohio No. 25 Heater are unequalled. You 

really have something of quality to sell to your cus- i 
tomers and their ultimate satisfaction is assured. 


See Your Jobber Today! 


| THE OHIO HEATER CO., Columbus, O. 
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Models F, G and H—275 to 600 Gallons Capacity. 


Easier—Bigger Sales 


OU can honestly promise good service from Murdock Auto- 

matic Water Systems on a 28-foot water lift. You can 

demonstrate remarkable quietness in operation. You can 
demonstrate a non-pulsing stream at 40 pounds pressure. You 
can demonstrate a pump with only eight working parts, and every 
conceivable provision to reduce wear. 


And you can sell Murdock systems easier-——sell more of them-—and 


have no troublesome service problem to eat up profits. 


Get the Murdock Franchise—-now. 


MURDOCK PUMP COMPANY 
INDIANAPOLIS 


Manufacturers of 
AUTOMATIC WATER SYSTEMS : DEEP WELL SYSTEMS 


VACUUM AND RETURN SYSTEMS 
CONDENSATION PUMPS 








| 
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Swimming - Pool News 


The Lions Club and the American Legion are behind 
the movement to establish a municipal swimming pool in 
Carroll, Iowa. 

The Arctic Club, of Seattle, Wash., proposes the con- 
struction of a club house, and also a swimming pool. 

The Sunnyside Country Club, Fresno, Calif., of which 
Frank Homan is secretary, will construct an outdoor swim- 
ming pool. 

The Rio Hondo Country Club, of Los Angeles, Calif., 
will construct a club house just west of Downey, Calif., 
and will later construct a swimming pool. 


The Oakhurst Country Club, of Tulsa, Okla., is planning 
the construction of a 60x120 ft. swimming pool, with 


bath house, sterilizing equipment, ete. 
A plan is being considered by the Park Board of (raf- 


| ton, N. Dak., and the American Legion whereby they are 


to share the expense of constructing a municipal swimming 
pool in that city. L. Mauritson is the city clerk. 


A Touch of Humor 


IS APPRECIATED BY ANY MAN YOU ARE 
likely to know in your city. All of us like to laugh, and 
we are always grateful to the person who gives us those 
laughs. Do not the great comedians of both stage and 
screen get our dollars for keeping us amused? Those who 
put a little wisdom into their humor get even more ap- 
proval. One famous comedian who has been successful in 
both screen and stage productions, and who always injects 
that sageness into his entertainment was elected mayor of 
his home town some time ago. 

Epigrams are a form of humor which usually contains a 
little of the wisdom of man, and they are a good way t* 
keep your customers and the passersby in front of your 
shop amused. Each week we publish six of these epigrams 
for use on a blackboard in your show window or in front 
of your place of business. Take advantage of this oppor- 
tunity to keep your fellow townsmen amused, and cash in 


| on the good will created by their use. 


* * * 


If you are satisfied to remain poor, you will. 
a aA * 
A man doesn’t have to be color blind to know he feels 
blue. 
* 


* * 


Hard luck never changed a man—it brings out what is 
in him. 





om * * 
Amusement is to the mind what sunshine is to the 
flowers. 
* + * 
A plucky man is one who refuses to be plucked. 
. * * 
Wise women get their rights without talking aboul 
them. 
EAST SIDE CLEVELAND ASSOCIATION ELECTS 


OFFICERS 

At a recent meeting of the Progressive Association of 
East Side Master Plumbers, Cleveland, Ohio, the following 
officers were elected: Vincent E. Smith, president; Law- 
rence W. Webb, vice president; A. P. Keller, secretary; 
George H. Wehrle, treasurer; William Walker, serseant- 
at-arms. Vincent E. Smith, Lawrence W. Webb, William 
Fussner, Rudolph Spilberg and Arthur A. Heiss were 
elected to the board of directors for the forthcoming year. 
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SOMETIMES IT WORKS THIS WAY 

The boy stood on the carpet, he 
Was very red of face; 

He felt a trembling at the knee, | 
Lest he should lose his place. 


“Four times in four spring seasons,” thus 
In thund’ring tones his Boss, 
“You've had an afternoon on us 
Because of grandma’s loss. 
Get out!” he shouted fiercely, “You 
Are getting me darned sore. 
And say—” the boy was almost through 
The door—‘bring back the score.” 
L. N. O’F., Los Angeles, Cal. 


The history of the strategy of politics has nothing in it to 
beat the story of the man who invited his opponent—a 
golden-tongued orator—to see the opening game in the middle 
of a hot campaign. 





NURSERY RHYMES—NO. 3 
Sing a song of baseball 
Bag of popcorn hot, 
When the season opens 

On the old home lot. 


Razz the poor old umpire, 
He’s not quite a man— 


That's the one spring tonic 


For the rabid fan. 
H. F., Providence, R. I. 


BASEBALL STRATEGY 

Some time ago an old-timer in baseball told the following 
story: He played right field for one of the eastern teams. In 
center field was a man who had been with the team for years. 
It was their invariable custom, if one of them gathered in a 
fly ball, and it was the last out, or there were no men on 
bases, to toss the ball to the other before it was thrown in to 
the infield. One year their team was a contender for the 
championship. The game was long-drawn out. It was the 
last one of the season. Their team was leading by one run 
in the ninth. Two were out, and one man on base for the op- 
posing team. A pinch-hitter was sent in. He connected with 
the ball and drove it into right field. It was almost dark. 
The right fielder made a great show of chasing the ball back 
toward the bleachers, leaped into the air and apparently 
speared it with one hand. Then, in accordance with estab- 
lished custom, he turned and went through the motion of 
tossing the ball to his pal in center field. The game was over 

won for their team. But to this day no one knows where 
the ball that was hit went. 





For fifteen years a friend of mine was successful 
in baseball. He had a great reputation for stealing 
bases. Then one evening he tried to steal a kiss, 
and the young lady in the case was credited with an 
unassisted put-out. 


Time was when a small boy could enjoy a ball game to his 
heart’s content through a knot-hole in the fence. But there 
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aren't any knot-holes in the brick or cement walls they put | 


up now. If the baseball “magnates” had any hearts they’d 
provide a few. 





ON HIS TOES 
Wife (at dinner table): Well, how did the day go? 
Husband (still thinking about the game): Our team won. 
Wife (sharply): What? 
liusband (coming to): I said the hours seemed long—away 
from you, and all. P. G. N., Chicago. 


The corner lot season is on, too, pO ats 





















“EAFCO” 


CAST IRON 
REFRIGERATOR DRAINS 


“EAFCO” Refrigerator Drains may be had in three types: 
deep, shallow and plain. They are sturdy and durable, 
and you will be surprised at how easy they are to install. 


Your Jobber has them. 
EASTERN FOUNDRY COMPANY 


Boyertown Pennsylvania 




















From the Finest Copper 


Reichert ‘‘Toledo” Solderless Floats are made from 
the finest copper that money can buy. They are short 
in price but long in service. 


REICHERT FLOAT & MFG. CO. 
2238 Smead Ave. Toledo, Ohio 








Don’t Be Content 


With ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 


All Lead—Copper— Galvanized 
° ron 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 





SIMPLEX MFG. COMPANY, 213 W. Austin Ave.,Chicago 








Strength! 


Gleockle Radiator Brackets are 
made of heavy, sturdy wrought 
iron. You will never have a 
radiator load too heavy for 
Gleockles to handle. Not only 
that but they fit any type ra- 
diator. 


Write for Booklet 
A. F. GLEOCKLE, Jr. 


415 Bay Street 
Rochester New York 













Our 
Catalog 
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Bath a Day Movement 


108 


If you are wondering why your direct sales efforts are not bring- 
ing in greater returns, it may very well be that along with those 
direct efforts — advertising, personal 
selling and so on—you ought to be 
1 3 carrying on something in the nature 
of an educational campaign. If people 
do not appreciate thoroughly the value 
to them of the equipment and_ the 
service you offer, they aren't going to 
demand it. The Bath a Day Movement was designed to call at- 
tention to bathing facilitics, on the ground that if you can interest 
the home owner in better bathing facilities, you are bound to 
have him interested in the whole subject of plumbing. Ask for 
a copy of “The Story of the Bath.” It will bear the brunt of 
your educational campaign effectively. 
OW comes Rotarian Paul Broome, of Bradley Beach, 
N N. J., who feels that if Rotarian George McCrary 
of Birmingham, Ala., can interest his fellow mem- 
bers in a booklet like ‘‘The Story of the Bath,” his own 
local fellow members will be interested. So they will be. 
And when they’ve read that fascinating little booklet 
they’ll have a new idea of the plumbing man and the part 
he plays in the community. 

Try it in your own club. If you belong to the Rotary, 
Lions, Kiwanis, Booster, or other service club, arrange 
with your secretary to make a short talk. You’ll find 
plenty of material in ‘“‘The Story of the Bath.’’ Then have 
a sufficient number of copies to give one to each member 
to take home with him. 


These are the men who set the fashions in your com- 
munity. Their ideas to a large extent help to formulate 
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the ideas of the community. If you can get them to talk 
about your business, you’ll have an influential portion af 
the people in your town interested in what you are doing. 
And that means more sales. 

If you’ve never read “The Story of the Bath,”’ you have 
no idea how interesting such a booklet can be made. Read 
how the old Romans considered the habit of bathing. 
Read what has happened to nations which neglected sani- 
tation. See how cleverly the plumbing business is brought 
forward in its true character—an agent for health and 
sanitation in the community. 

Ask for a copy today. You’ll be as enthusiastic as so 
many others have been. Master plumbers have distrib- 
uted thousands of copies to customers, club friends, school 
children—in 163 cities and towns ‘‘The Story of the Bath” 
is used as supplementary reading. It will make a splendid 
preparation for a real selling campaign. 





CEDAR RAPIDS MASTERS DISCUSS TRADE MATTERS 

On Wednesday evening, April 13, the master plumbers 
of Cedar Rapids, Iowa, held a meeting in the Chamber of 
Commerce rooms at the Montrose Hotel for the purpose 
of discussing sales methods, merchandising, better 
operation between wholesalers and retailers, the merits 
of a time payment plan, and to hear a report on the Heat 
by Radiator Association which is conducting a campaign 
in Minneapolis and St. Paul, Minn. 

The meeting was arranged by the Chandler Pump Co., 
Cedar Rapids Pump & Supply Co., and Crane Company’s 
branch at Cedar Rapids. 


co- 





The Continental Roofing and Manufacturing Company 
of Baltimore, has applied for a permit to build a one-story 
brick addition to its plant at 1200 South Sixteenth street. 
The building will be 70 by 100 ft. 














} Why pay for Hot Water? 


The SURE- HOT Heater will eliminate gas bills during 
the winter months. 
the day or night during the heating season. Nothing to 
regulate or get out of order. 





Furnishes hot water at any hour of 





No cost for upkeep. 
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| Leading Theatrical Corporations 





| Specify the Modern Boiler 


| HERE COMFORT is essential to continued patronage— 

where thousands of dollars depend on assured heating at 
every performance—where heating equipment must show low 
operating cost—in the newest and finest playhouses—you will 
find Heggie-Simplex heating boilers in use. The most modern 


and highly perfected of heating equipment—in the most mod- 
ern and highly developed of public buildings! 

















Heggie-Simplex Boiler Co., Joliet, Illinois. Representatives in principal cities 
—telephone and address listed under “Heggie-Simplex Boiler Company.” 


|| HEGCIE-SIMPLEX 


ELECTRIC-WELDED STEEL HEATING BOILERS 
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Say the Plumbers Who Use 
Reading’s Two-Bid Sticker 


r 

euch better served by a” PROVE to your own profit the value 

installation of of Reading’s plan of submitting two 

n additional estimates on every bid—Steeltoprotect 

yee your interest with the price buyer; 

cost of onty Reading Genuine Wrought Iron to win 

$ the business of the man who buys on 
the basis of ‘“‘Cost per year.” 


The alternate estimate idea dou- 
bles your chances to land the contracts. And 
it puts you in line for increased profits, for 
many a prospect who planned originally to use 
steel changes the specifications to wrought iron 
—and the business goes to the plumber who 
was thoughtful enough and progressive enough 


to suggest the change. 


Try out the Reading alternate estimate 
plan on your next bid. We'll gladly supply a 
quantity of the two-bid stickers. Send us a post 

Reading’s card today and you’ll get them by return mail. 
Identification 


So that neither paint nor time READING IRON COMPANY 


will erase its identity we cut a 
band of spiral knurling upon READING, PA. 
every length of Reading Genu- . . 
ine Wrought Iron Pipe. It pro- World’s Largest Manufacturers of Genuine Wrought Iron Pipe 
a re ge ger eee tents” Boston New York Philadelphia Seattle 
installation forever after. Pittsburgh Cincinnati Chicago Dallas 
St. Louis Los Angeles Tulsa Bu 
SPIRAL KNURLED Detroit Cleveland Baltimore , 
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| To READING IRON CO., 
Reading, Pa. 


Please send me a supp'y of Two-Bid Stickers 
for use in submitting estimates. 


Name 


Address 
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READING PIP 


City 
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PATENTS 


Heating Department 


1,621,509. Oil Vaporizer and Burner. Granville A. 
Humason, Houston, Tex., and Charles G. Lambert, Shreve- 
port, La., assignors of one-third to J. A. Logan, Harris 
County, Tex. A device of the character described includ- 
ing a tubular jacket, a discharge nozzle carried by one 
end thereof and a T connection attached to the other end 
thereof, an oil line entering said T connection, a pressure 
fluid nozzle within said jacket provided with an axial 





1,621,509. 


steam duct, a steam pipe one end of which is threaded 
into said duct, an air pipe surrounding and spaced from 


said steam pipe, one end of which is anchored to said 
pressure fluid nozzle, said last mentioned nozzle having 


ducts for the passage of air delivered through said air | 


pipe, a connecting nipple attached to said T connection 
and aligned with said jacket, said air and steam pipes 
being adjustable relative to said connecting nipple, an 
adjusting cap threaded on to said nipple and having a 
swiveling but operative connection with said steam pipe 
and by the manipulation of which said air and steam pipes 





and said pressure fluid nozzle may be adjusted relative | 


to said discharge nozzle. 
a * * 


1,621,529. Apparatus for Withdrawing Water of Con- 
densation and Gases Entrained Therewith from Steam 
Heating Systems. James Logan Fitts, Merchantville, N. J., 
and Karl W. Rohlin, Philadelphia, Pa., assignors to War- 














1,621,529. 


ren Webster & Company, Camden, N. J. The combination, 
with the return line of a steam or vapor heating system, 
of a centrifugal pump in communication with such return 





line for receiving and returning to the boiler the water of | 
Condensation collecting in the return line, and a turbo- 

blower also in communication with said return line and | 
Serving to raise the pressure of the entrained air and gas | 


accompanying the water of condensation from the return 


| 
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LARGE FLUE PASSAGES 


— built in coal or coke boilers results in tremen- 
dous waste of heat and oil when oil is used as 
the heating medium. The 


IDEAL OIL SAVER 


is a simple, low-cost device made especially to 
overcome this waste, and positively will cut oil 
bills from 15% to 30%. 

Write for details 


IDEAL OIL SAVER COMPANY, Inc. 


1153 WEST MADISON STREET, CHICAGO, ILL. 
Phone Haymarket 6162 











CELINA SEPTIC TANKS 


FOR 


Proper and Safe Sewage Disposal 


Made of 14-guage 
“Copper” steel sheets, 


Flanged Cover 


Intake 6-inch 

Air Chamber Correctly designed. 
Water Line é 

aia eee Easy to install. Made 
Intake Baffle in a number of sizes. 
Outlet Baffle Prompt shipment. 
Center Baffle 


Ask your jobber or 
write us for inform- 
ation and prices 


The Cel'na Mfg. Co., 
CELINA, OHIO 





Sludge Chamber 
Passage (under plate) 
Effluent Chamber 
Flanged Base 




















Adjustable 


Tn less than 30 seconds, any 
mechanic can adjust the Don- 
nelly Pressure F elief Valve to 
any desired pressure. 

Note the external spring 
which does away with the 
dangers of corrosion. Your 
jobber will gladly supply you. 








DONNELLY MFG. Co. 
29 Mills St. Malden, Mass. 














Eccentric Bushings 


Of highest quality cast iron. Built to the 
high standard of all Ravena Iron Fittings. 


Ravena Iron Co. Ravena, New York 
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The standard set by 
Phoenix Brass Fittings is 
the highest that modern 
manufacturing methods 


and skilled craftsmanship 
can produce. 


PHOENIX BRASS FOUNDRY 


IRVINGTON, N. J. 








_ White Porcelain 
Enameled 
Drain Boards 


—made for all types of trays 
in right or left hand. Steady 
sales can be built on this item. 


You can get them from your 
jobber. 


Pat. Nov. 25, 1919 and April 28, 1925 


Sree -LETCHER, CGE 


10 ™* & HENDERSON STREETS, JERSEY CITY,N.¥ 
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line to that of the atmosphere and discharge the same 
thereto simultaneously with the delivery of the water of 
condensation to the boiler. 
7 ~ - 
1,621,537. Oil Burner. Franklin Hardinge, Chicago, 
Ill., assignor to Hardinge Brothers, Incorporated, Chicago, 
lll. A burner comprising an atomizer, means for supply- 


ing fuel to said atomizer, including an adjustable valve, 
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64 


and means for controlling the adjustment of said valve, 
said segment relatively to said arms, and a thermostat- 


ically controlled element for moving said segment. 
7 * * 


1,621,623. Expansion Steam Trap. Richard J. Burns, 
Lowellville, Ohio. In a structure of the class described, a 
relatively long expansible and contractible steam pipe, a 
casing at the discharge end of said pipe, a coupling be- 
tween the pipe and casing, and coupling provided with a 
restricted passage and a valve seat and being threaded on 








the pipe and in the casing, a stuffing box carried by the 
end of said casing remote from the coupling, a valve rod 
slidable through said stuffing box, the inner end of said 
valve rod being co-operable with said seat of the coupling, 
and means mounted upon said pipe and connected with 
said valve rod for actuating the latter, said means com- 
prising a cross head connected to the outer end of said 
valve rod, a plate anchored on the intake end of said pipe, 
and connections between said cross head and plate. 
aK * cs 

1,621,889. Ball and Seat Valve. James F. Larkin, Los 
Angeles, Calif. In a valve construction, the combination 
of: a seat member devoid of supporting projections; 4 
retainer surrounding said seat member throughout its 
length and having an inturned lip engaging the lower end 
of said seat member; a body member having a seat for 





1,621,889. 


engagement by said retainer; and an annular clamp mel 
ber having a screw-threaded engagement with said body 
member and engaging the retainer to clamp said retainer 
in place, 
































927 





ne 


£0, 
£0, 
)ly- 


ve, 





* the 
» rod 

said 
ling, 
with 
com- 

said 
pipe, 





meli- 
— pody 


tainer 








April 30, 1927 DOMESTIC 
1,621,660. Thermostatic Valve. Jesse L. Ferris, La 
Crosse, Wis. A thermostatic valve comprising a frame 
adapted to be contained within a casing, a valve seat sur- 
rounding an aperture in said frame, a carriage vertically 
movable in said frame, thermostatic members mounted on 
said carriage and a valve carried by said members and 
adapted to seat on said valve seat. 
* * * 


1,621,640. Combination Heating Apparatus. William 
Mooney, Waterloo, Iowa, assignor of one-half to Satolli 
F. McGinn, Waterloo, Iowa. A combination heating ap- 
paratus, comprising a water-containing radiator, a water 
containing supply reservoir above, in communication with 
said radiator, to supply water thereto under head and to 
also serve aS an expansion receiver for water heated in 
the radiator, a valve-controlled steam conduit in said 
radiator, an operating element also in said radiator spaced 
from said conduit and responsive to the temperature of 
the water, and operating connections between and moved 
by said element when so influenced to actuate the steam- 
conduit valve to regulate steam-passage and the heating 
of the water in the radiator. 


























1G 
1,621.731, 





1,621,640, 

1,621,731. Oil Burner. Charles M. Loepfe, St. Louis, 
Mo., assignor to Cottonwood Fiber Company, St. Louis, 
Mo. In a heater the combination with a gas chamber 
provided with an inclined back wall and parallel series 
of perforated discs in its upper side, of a vaporizing tube 
supported above said inclined wall and over one of said 
series of perforated discs, a pan for containing a liquid 
located beneath the gas chamber and said inclined wall 
thereof, and a wall located at one side of said pan and 
arranged to co-operate with said inclined wall to deflect 


the flame from the pan against the vaporizing tube. 
+ * + 


-1,621,745. Welding-Rod Holder. Clyde M. Miller, 
Madison, Ind. A welding rod holder including a body 
formed on a pair of complemeniary sections one extremity 
of each of the said sections normally assuming an ex- 
banded position, oppositely disposed jaws carried by the 
ends of the sections, a plurality of co-acting ridges formed 





in each jaw adapted to retain a welding rod in various 
Dositions, a pair of eye bolts secured adjacent the said 
extremities of the body sections, a movable plate member 
Mounted adjacent the opposite extremity of the body, a 
lever pivoted beside the plate engageable therewith, a rod 
Connecting the said lever and eye bolts for contracting the 
sections, and means for locking the said lever in adjusted 
bositions, 
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It Can’t 
Be Done 


Nowhere can 
you find a 
portable vise 
stand and pipe 
bender that 
will prove as invaluable to you either in your 
shop or on the job. When you are finished with 
your Graves fold it up and use it as your tool box. 


Write for particulars. 


W. L. GRAVES :: Hatfield, Mass. 























T Why Does No.32 Torch Blow Better ~ 


and do better 
work than other 
makes. Send for 
free circular 
number 135T, 
| it tells you all 
| about the 
THREE parts 
that must be 
correctly de- 
signed and ac- 
curately made 


to make a per- 
fect torch like 
the Nos. 32 and 
208 and explains 
why these two 
Torches are so 
popular. Job- 
bers supply our 
line at factory 
price. 

Ask for latest 
price. 





CLAYTON & LAMBERT MFG. CO., f2S,Seesbien Street pF! 


I 








No Lag Screws, Bolts 
or Nuts to Install 
Shanklin Radi- 


ator Brackets 


Write for prices 





West Virginia Heat- 
ing & Plumbing Co. 


Charleston, W. Va. 
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Wall hung radiation is a feature which will 
appeal particularly to the housewife in select- 
ing an apartment. Cleaning and sweeping is 
made very easy. 

Radiators should be suspended with The Little 
Giant hanger—a one bolt adjustable hanger 
made in sises to fit any radiator. 








A new catalogue has just been prepared— 
ask for it. 


Distributed by UNITED STATES RADIATOR CORPORATION 
Sold by ali leading jobbers 


Little Giant Mfg.Co. 


1927-31 Nicollet Ave. Minneapolis, Minn. 
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A demand of the modern shop—is 
built into PDQC pipe threading 
machines. 
The lever operated chuck permits 
changing pipe while machine is 
running. 


Thread it today ona B&K 


BIGNALL & KEELER MACHINE WORKS 


of the N. O. Nelson Mfg. Co. 
EDWARDSVILLE, ILLINOIS 
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1,620,647. Valve-Operating Means for Flush Tanks, 
William U. Griffiths, Philadelphia, Pa. In means of the 
character described, the combination of a rotatable shaft, 
a lever extending transversely of said shaft and having 


connection thereto at a point a distance from the axis 
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1,620,647. 


| thereof, a pivotally movable fulcrum having engagement 
| with the said lever at an intermediate portion thereof, 
| and means for causing rotation of said shaft to effect 
| longitudinal and pivotal movements of the said lever. 


* * * 


1,621,540. Plumber’s Acid Can. Harlan E. Hile, La- 


| trobe, Pa. A plumber’s soldering accessory, including, in 
| combination, a can adapted to receive a wet rag and hav- 
| ing an opening in the side wall thereof provided at its 
| edges with beads, a closure slidable on said beads across 
| the opening, a cover removably mounted on the upper end 
| of the can, a cup-shaped seat mounted on the exterior of 


the cover, an acid can seated in said seat and having an 

| inturned flange at its upper end terminating in a rising 
annular threaded flange, a cap engaged with the said 
threaded flange and provided with a depending tube ter- 
minating in the acid can adjacent the bottom thereof, aiid 
a pocket formed on the exterior of the acid can for hold- 
ing a brush. 
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Kitchen Katch-All 


The Sanitary Under-the-Sink Strainer 


“*Trade Mark Reg. Patent Pending” 


Hardware Stores and Plumbers looking for 
merchandise with a high yield of profit and quick 
sales find the Kitchen Katch-All adequately meets 
these requirements. 


For the Katch-All is the greatest convenience offered to 
housekeepers in a generation. Made of aluminum, and swings 
under the sink. Cleanly, sanitary, odor-tight, it disposes of 
kitchen refuse conveniently, and keeps the sink spotless. 











Tested and 
Approved by: 
Good House- 

keeping Institute 








Delineator Home 
Institute 





1,621.540. 





1,621,601. 
Modern Priscilla 


New York Herald 
Tribune 


1,621,601. Thermostatically-controlled Water-heating 
System. Marc Resek, East Cleveland, Ohio, assignor to 
Perfection Stove Co., Cleveland, Ohio, a Corporation of 
Ohio. In a water-heating system involving a storage tank 
Write for terms and a water heater in communication therewith, said water 

today. heater incorporating a liquid fuel burner by which the 

water heater is fired and a water chamber in close prox 
imity to the burner, said chamber being in the connections 
leading from the storage tank to the water heater, a ther- 
mostat so situated as to be operated by the temperature 

of the water in said connections when the same reaches 4 

predetermined degree, or by the temperature of the burner 
| parts when the same becomes excessively high, and opera 


Boston Herald 





THE OHIO METAL UTENSIL 
COMPANY 
Greenwich 23 33 Ohio 
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tive connections through which the thermostat acts to 
recuce the heat of the burner. 
* * 
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1,621,800. Electric Water Heater. Alphonse Martin, 
Ogdensburg, N. Y., assignor of fifty-one one-hundredths to 
Max Katzman, Ogdensburg, N. Y. In an electric water 
heater, a pair of upright conductors, each provided with 


a plurality of vertically spaced electrodes having their 







ductor being arranged in axially opposed spaced relation 
to those of the other conductor to form vertical water- 
gaps between adjacent ends of opposed electrodes. 
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1,621,800. 1,621,684. 


1,621,684. Water Filter. 
game, and Ralph W. Hollenberg, Alameda, Calif. 





integral filtering chamber depending from its lower side 
and provided on its lower wall with an opening commu- 
nicating the interior of the receptacle with the filtering 
chamber, a loose filtering medium contained in said filter- 
ing chamber, a filtering element removably mounted in 
said opening, a filtering stone closing the lower end of 
said chamber through which stone water filters from the 
chamber and a receptacle which supports said storage re- 
ceptacle with the filtering chamber extending into the 
upper end thereof. 






















* * * 





1,621,866. Quick-Throw Thermostat Valve. 
B. Bastian, Los Angeles, Calif. In a quick throw valve, 
the combination of: a spherical valve member; a valve 
seat upon which said member is adapted to rest; means 


William 
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1,621,866. 


for limiting the movement of said member from said seat; 
4 garter spring disposed about said member; and means 
for shifting said garter spring towards and away from said 
Valve seat, 





















axes extending horizontally, the electrodes of each con- | 






Lloyd E. Rabjohn, Burlin- | 
A water | 
filter comprising a storage receptacle for water having an | 
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IRON CITY 
Enameled Plumbing Fixtures 


(BLACK AND GOLD LABEL) 























Iron City 2020-A 


Enameled Square Lavatory 
with apron, on Enameled 
Square Pedestal 


THE SUPERIOR design of 
Iron City Enameled Lava- 
tories, coupled with the 
the exquisite finish and gen- 
eral excellence of the prod- 
uct, makes the Iron City 


line the best to handle. 


Iron City Ware Stands for Quality 
and Durability. 














Sold thru the jobbing trade. 





Iron City 
Sanitary Manufacturing Co. 


PITTSBURGH, PA. 
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FIREPROOF ON THE OCEAN FRONT 


ATLANTIC CITY. N.J. re ake US 


On the Oceanfront 











fireterred--- 


N SPRING and all seasons by 

those who know and want the best— 

upon either the American or European 
plan —and sensible rates withal. 


HEALTH BATHS 
GARAGE 


GOLF 
AFTERNOON TEAS 


DANCING 


JOEL HILLMAN, 
PRESIDENT 


JULIAN A. HILLMAN, 
VICE-PRESIDENT 





sahara OORLAND 
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Wilhelmi and Modern 


Copper Range Boilers 











IMPROVED 
MODERN 
Boiler 


TONT 


IMPROVED 
WILHELM 
Boller 





Made in the most approved 
design, of excellent material 
and careful workmanship. 


No iron used in construction. 
Boilers lined with tin and guar- 
anteed against collapse. 


Install them on your next job 
—for real service. 


Your Jobber Can Supply You 





Hayes Manufacturing Co. 


Paterson :: «t: New Jersey 
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The STINSON Patent Equalizing Valve | 


A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of 
Piping. 

The Valve is made in sizes as conditions require. 

Stock sizes: 114 and 2% inch. 

1 inch will take care of from % inch to 2 inch supply. 

2% inch will take care of from 2 inch up to 4 inch supply. 

Send rough sketch of piping in basement and I will advise you the 
proper place to install the equalizer. 

Robert Stinson, 1632 Forbes Street, Pittsburgh, Pa. 
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Flush-tank Valve. George T. Wilhelm, 
A flush-tank valve mechanism com- 
prising a pipe coupling to be fitted in an opening in the 


1,621,699. 


| bottom of a flush tank and having an opening arranged 


at an angle to the axis of the coupling, a valve casing hay- 
ing an inlet opening inclined correspondingly to said 
opening in said coupling and an outlet opening, a valve in 
said casing for controlling communication between said 


| inlet opening and said outlet opening, and a pipe having 
its ends connected to said opening in said coupling and 


said inlet opening of the valve casing, respectively, where- 
by the inlet of said valve casing is offset from said coup- 
ling to facilitate mounting said mechanism in a tank and 
adapting said pipe to be easily and quickly replaced. 











7 





$8 


1,621,853. 





1,621,699. 


Water-heating System. James A. Powell, 
A jet type water heater including a casivz 


1,621,853. 
Reading, Pa. 


provided with a steam inlet port, an air offtake port, sep- 


| under all conditions of water 


arate series of spray nozzles arranged to deliver a water 
spray between said ports and separate inlets for said series 
of nozzles arranged so as to deliver water to one series 
flow and to deliver water 


| in excess of the capacity of said series of nozzles to the 


other series. 

Architect Niels P. Larson, 508 McIntyre Building, Salt 
Lake City, Utah, is now preparing plans and specifications 
for a $600,000 apartment to be erected in that city by 





| the Revere Building Company, 296 Broadway, New York 


| City, he has announced. 


The structure will be a five- 


story, fireproof building and will contain 162 apartments. 


| Oil burners and indirect heating will be installed. 










B’way at 4lst Overlooking Near Near 
Times Square Grand Circus Park Union Station Hotel Biltmore 
CONTINENTAL | WOLVERINE | BANKHEAD | Ryaito 
New York Detroit, Birmingham, Providence, 
City Mich. Ala. x %. 





Centrally Located Hotels 


in important cities 
Always A Room | 
With Private Bath 


for $3 per day 


DUNCAN HOTELS, Inc. 
announcin 
the Duncan Chain 








Under Construction 


HOTEL LAFAYETTE 
Tampa Shores, Fila. 


HOTEL ILLINOIS 


Aurora, Illinois 


Summer Resort 
DEER PARK 
HOTEL 
Deer Park, Maryland 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. 


insertion. 


Minimum $2.00 for each 


One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


W \NTED IN 1 CHICAGO 1° TERRITORY, 
jobbers salesman. Single man pre- 


ferred, not more than 30 years of age. 
State experience. Address Key 347, 
“Domestic Engineering,” 1900 Prairie 


Ave., Chicago. 
A MANUFACTURER OF HIGH GRADE 
Stillson wrenches desires a Commis- 
sion Representative in southwestern 
states, Preferably one calling on and 
thoroughly acquainted with plumbing 
and heating supply trade. Address Key 
846, “Domestic Engineering,” 1900 Prai- 
rie Ave., Chicago, III. 
GOOD EXCLUSIVE DISTRIBUTIONAL 
proposition or side line for man with 
ability, calling on plumbing dealers. 
Communications strictly confidential. 
Koil-Les Heater Company, Geneva, Ill. 


WANTED YOUNG EXPERIENCED 

plumbing supply house man to do 
general office work and be assistant to 
manager of a fast growing new sup- 
ply house that has recently opened up 
a branch. Opportunity for advance- 
ment. Egyptian Supply Co., Christo- 
pher, Il. 


DO YOU WISH TO “ASSOCIATE YOUR- 

self with a manufacturer of a quality 
line of plumbers’ brass goods? We are 
seeking a few live wire representatives. 
Let us have your past experiences, age 
and references. Address Key 836, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


For Sale 


FOR SALE—PLUMBING AND HEAT- 

ing company Northern N. Y. popula- 
tion 6,500. Good reputation and well 
established, we will sell with or with- 
out buildings, we are also. well 
equipped to do nice sheet metal work, 
it will pay you to look into this buy. 
Address Key 841, ‘‘Domestic Engineer- 
ing.” 1900 Prairie Ave., Chicago. 


FOR SALE: PLUMBING STOCK AND 
tools in good live town and territory; 
only shop in town. This is a good buy. 
Address Key 845, “Domestic Engineer- 
ing,’ 1900 Prairie Ave., Chicago. 








Miscellaneous 


STOP “GUESSTIMATING”’ 


Avoid Errors and Omissions. 


Plumbers’ Estimate Sheets 


will SAVE Time and Money. 
: 100 leaves in a book—412x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order, 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel Springs, N. J. 

h » Business Thirty Years. Noted for Quick Service 


PLUMBERS’ BIN LABELS 


@ 13«3 
RED. ELLS 


Send for samples ’and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop'* 
and “How to Equip a Plumbing Shop on Wheels.”’ 
Haddon Bin Label Co., Haddon Heights, N. J. 



















Books for Your Trade Library 


PRACTICAL METHODS OF SEWAGE 
DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. Covers in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 5%x9%4 in. 132 pages. 
Cloth. Price, $1. 50. 
THE ‘TABLE OF ‘ESTIMATED RADIA- 
TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size 
4%4x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, 44%4x6% in. 128 
pages. Cloth. Price, $1.00. 


PRACTICE AND THEORY OF SANI- 
TARY PLUMBING. By R. M. Star- 
buck. Vol. I. Contains 400 questions 
with complete and comprehensive an- 
swers, covering everything the plumber 
should know regarding drainage and 
latest requirements in plumbing prac- 
tice. Explains technical terms, gives 
rules and tables and is fully illus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size, 5x7 in. 160 pages. 
Cloth. Price $1.50. 
OVERHEAD ‘-EXPENSE AND PER- 
CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the yexr. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct percen- 
tage of profit on any contract. A bool 
worth many times its cost. Size, 4%;x‘ 
7 128 pages. 24 tables. Cloth. Price, 
1.50. 





SANITARY SEWERAGE OF BUILD- 

INGS. By Thomas S. Ainge. Begin- 
ning with a study of outside sewers, 
this book goes fully into the best prac- 
tice in inside connections, proper loca- 
tion and size of soil waste, and vent 
pipes and the roughing-in test up to 
the filling in of the trenches. 40 pages 
are devoted to the important subject of 
traps. Sewage disposal for country 
homes is also given full consideration. 





1 hela in. 200 pages. Cloth. Price, 
1.50. 








EARL JUDD CORP. 


Sold by leading jobbers everywhere 














WRIGLEY BUILDING 


MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc. No matter how large or 


small your business, you need this 
book. Size 4%x6% inches. Over 100 
pages. Price, postpaid, $1.50 


ak sy y AND ANSWERS ON THE 

PRACTICE AND THEORY OF 
STEAM AND HOT WATER HEATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, dealing practically and 
briefly with the different phases of 
Steam and Hot Water Heating, Vacuum 
and Vapor Heating, Accelerated Hot 
Water Heating and Pipe Fitting in con- 
nection with Refrigerating Plants. A 
valuable work for the heating man. 
Covers all the points on these subjects 


he should be familiar with. Size 5x7% 
S180" 150 pages. Price, postpaid, 


A PRACTICAL MANUAL OF STEAM, 
Vapor and Hot Water Heating. By 


Kk. R. Pierce. The latest and most com- 
plete document ever compiled covering 
the construction, operation, installa- 
tion, ete., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 50 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 
of your heating problems. Size, 54x 
8% in., 316 pages. Cloth. Price, $3.00 


postpaid. 


PLUMBING. 
An exhaustive 


STANDARD PRACTICAL 

By R. M. Starbuck. 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and_ circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
ase 406 pages, bound in cloth. Price 
D ou, 


PRACTICAL STEAM AND HOT WA- 
TER HEATING AND VENTILATING. 


By Alfred G. King. This book should 
be _in every steamfitter’s library. A 
strictly up-to-date work, describing 


various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 


figuring costs, and other tables and 
suggestions that are time savers. Size, 
6x9 in. 3868 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 © Preivio Avenue, Cileage 


JUDD TOILET SEATS | 
ARE BUILT TO A STANDARD OF CONSISTENT QUALITY | 





CHICAGO 


trade prefers this new all-lead flange 


It is all lead—one 
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piece— made of 
100% pure soft South- 
western Missouri pig 
lead. Strongest con- 
struction, durable, 


good looking. 


Made under 100 
pound pressure 
—microscopic view 
shows perfect so- 
lidity of the metal 


—no blow-holes or 
laminations. 


3 Very pliable and 
ductile. Easy ad- 
justment. Feather 
edge at boot top and 
special caulking ring 
mean easy water-tight 


caulking. 


Rounded corners 

and beveled edges 
mean easy handling. 
Boot is rounded into 
apron, making easy 
adjustment to any 
pitch of roof. 


The new EAGLE Super FLANGE comes nested 25 or 50 in secure, wire-bound 
packages, an additional advantage in lower freight rates. Carried in convenient 
stock sizes by all leading jobbers and dealers. Try the new EAGLE Super FLANGE 

on your next job. You will be Super-satisfied. Write for free folder. 


The EAGLE-PICHER LEAD COMPANY .: Chicago + Joplin » Cincinnati 





EAGLE Super FLANGE 


All lead, one piece — no blow-holes — extra 





Mention Domestic ENGINEERING when writing advertisers. 


pliable—round corners, beveled edges 
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